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PART HI 



Stores Purchase 


Technical Education Department 

SHORT TENDER EXTENSION NOTICES 

( 1 ) 


No. P1/3390/2012/C. 3rd July 2012. 

Sealed tenders are invited for the supply of Handheld 
GPS—5 Nos. for the use of Civil Engineering Department 
of College of Engineering, Thiruvananthapuram. 

Tender No. 5/12/Pl/C. 

EMD—1%. 

Cost of tender form: 

Original— 420. 

Duplicate— 210. 

By post (Original)— 460. 

Last date and time of sale of tender form— 

16- 8-2012, 2 p. m. 

Last date and time of receipt of tender— 

17- 8-2012, 3 p. m. 

Date and time of opening of tender—18-8-2012, 
11 a. m. 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
Money Order or cash remittance to this office. As per 
condition the tenderer should sent along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of 100 and Earnest Money Deposit 1% of the 
total cost of articles tendered. Tenders without agreement, 
tender form and Earnest Money Deposit will be rejected. 

«»1oj CU cn (TO) nJJfflo n<j)61&jl CDl CS2) OloW Gc&> 0 Gg SSl 0 QJ 
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cninonjcn63i3g1ra3crilcmjo ac3<^ejocrujcft,a3 
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(3c3nejomj cncnj(3— 5 / 12 /Pi/crul. 

(3c3(i£joaru cBaDooraraflffKT^ nilej: 

6101sj1(DK53- 420. 

cu)Uoil(Bces)0— 210. 

«ys 6\) o 

KDoJOCSS - 460. 

<3dS<miO(TU Ga£)0O85T3l1ffla3 Oil a_| CD CO) J S> S (319 0101)0 00 

8»1iMC5)IC53)Jo (TUmCQXUJo-16-8-2012, 2 2)6m1. 

o c8 <iei o aru crujlcft)oltsojam raraaicruom railasjo 

CrufflQffiOJJo-17-8-2012, 3 ffl6TT>1. 

3(3aejocru caijo ceajan otiIcb) fflilasjo crua a»ajjo— 
18-8-2012, 11 fflsml. 

3(8o£jo<tu ailej oJ6nDmocn)le§o 2i6rnlGcs2)oc3cu)c3 rarejcoilego 
moLODGm orujlc03(alc9S)j<ft>cD)2g@j. odJ^ejoaru cnau(3, (mTcnurol 
ag)nDlnj CBrasuonjsjaiTrol ajirafu^j ca>0jojcft>c/3 (.ojla3cru1n_|oa3, 

a®6mjl(nTcc»o1oco G<ft>0Ggea, (m1ffljcufn(TO)njj(ao-i6 ng)anD 

csaraSculejocruRiTrolR^ ®Td(i!)C!fflcscS«)6ne«no6rn. ctsioamilTj eielcsajcm 
3(3(iejocn)2<ft,c^ oJolcosmlceffljaTKinej. eolssloocsS B(3<^eiocru 
(.njaasmerarmosisonjo rarejfflcft. aj1eKS»j6)s 1 % aolotroiBfuifujo 
ioo aJlejcsDjgg CAisg avxScesiocS ajLfin-H.aDssrrolraS (o-isroffllcai 
cftoo^ aJLOTxujo gsneo(nnffl1ec9S)6ng«nosrn. 

(3(3^eioaru (mjOcMjano rail <r» rail ajtroraS rarajoj aoaruoQjsxa 
aJlej mlfflcesflrn (nJOsmei^o gsnsocoflffllcsceosTiecfnosrD. odS^eiocri) 
Lrumosmo offlcafflogo ®£Ljcg>oa3 njoslejorarmcmosrf). 

( 2 ) 

No. P1/5976/2011/C. 4th July 2012. 

Sealed tenders are invited for the supply of 
Hand held GPS—2 Nos. for the use of Civil Engineering 
Department, College of Engineering, Thiruvananthapuram. 

Tender Number— 1/12/Pl/C. 

EMD—1%. 

Cost of tender form: 

Original— 315. 

Duplicate— 158. 

By post (Original)— 355. 

Last date and time of sale of tender form— 

21- 8-2012, 2 p. m. 

Last date and time of receipt of tender— 

22- 8-2012, 3 p. m. 

Date and time of opening of tender—23-8-2012, 
12 Noon. 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
Money Order or cash remittance to this office. As per 
condition the tenderer should sent along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of 100 and Earnest Money Deposit 1% of the 
total cost of articles tendered. Tenders without agreement, 
tender form and Earnest Money Deposit will be rejected. 

<0)1 <DJ <U cn (TO) nJJfflo ci£)61&j 1 03°) <S2) OloU) G c&> 0 G g £Sl 61 &J 

cnjlailRtS n^smlmtoolocn aicfcjajlGejceo (3i9)0jaD^ao<r» anoaScu) 
6)tioro3ajD sal. nil. n©cro.— 2 ci 3 ) 6 rno culo) 06 rno 6)n_icg>oaii 
aUOOoJ(T)63T3g1c53 mlcTOJo (3(3>^eiOCruJcft)U3 

cBAismliqiflcfeOSSKmi. 

Bc3^eiocn> cnorncS— 1 / 12 /oili/cnil. 

crilraraiiBOj^o —1 %. 

G^oejocru GoDooramlffiaa oilei: 

630lSjlclD(i53- 315. 

cu)UoilGces)6— 158. 

ev) O 

HDruoroS ojs>1— 355 . 

BdS^eioam Gn£ioo«5K5il6>r$ ajIoSojenaDjDS raracncruocn 
fflilaacaflocejo crufflmxujo—21-8-2012, 2 ambl 01610. 

g c8 <iei o ore <tuj°1c93 ral (flojcm raracucruom ®i°l<s» anlcnijo 
rruacQxujo—22-8-2012, 3 asml 016x0. 

GdS^eioaru crojocsajam oil®) ksiIcsdjo arum coxujo— 

23-8-2012, 11 fflsrol. 

3(3aejocru oilei nJ6rT>aocn)lG§o msrhlGcffio^cu)^ (319)®)1g§o 
2iol®)G(2i m)j°lcft,(a1(flS)jcft)a[»jgg2. Gdi^ejoaru aiancS, (oil®)®)! 
o^onDlnj Gfflsuoojsjrarrol mjiGfu^J (ftcnojc&uS (.fdltiScruInjoaS, 
ng)6iaj1ao1oc»o1ocn G<ft>0Ggsa, «5)l0joj(natOnjjfflo-i6 a<j)cm 
GaraSoilejorruorrolraS caraaacriiGcOOsneGoosrh. ®iooarulTj eieltssijcm 
3(3aejO(Tujcft,u3 ojralco6m1c9S)2<m(mej. 63o1s1cnra8 BcS'^eiocru 
(.njaosmGasrtnosisoojo (3t9)6)<a> 0 il£i®>j 6 )s 1 % cnlaran.BQJ^ojjo 
100 ailejdDjgg Goa> 0 g mx3cS0oc3 ajiGnjLOTiraiailraS (njotoalcft) 
<&>«>0(3 nj(.®)(Ujo gsrB0<s2)1ffllGc9S)6nera)06rn. 

GdS^eioari) ffl)jOc 0 S)jcm oil®)®)! ajraxaS csrejoj aoaruo 016 x 0 
oilej odIocOoIod LnJOsruej^o g6ngo®)1(olGce6)6n3«j>06rn. G«S<ieioan) 
(.oja06mo 6i6)ca>mogo ffluj^onS njoslejoasnsxwosrn. 

( 3 ) 

No. P4/584/2012/ECE. 5th July 2012. 

Sealed tenders are invited for the supply of following 
items for the use of Process Control Lab of Electronics & 
Communication Engineering Department, College of 
Engineering, Thiruvananthapuram. 

Tender Number—8/P4/ECE. 

Name of Item—3D Electromagnetic Simulation and 


Ill 


CAD Software for high frequency circuit design and 
antenna simulation. 

Cost of tender form: 

Original— 1,050. 

Duplicate— 525. 

By post (Original)— 1,090. 

Last date and time of sale of tender form— 

22- 8-2012, 2 p. m. 

Last date and time of receipt of tender— 

23- 8-2012, 3 p. m. 

Date and time of opening of tender—24-8-2012, 
11 a. m. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
Money Order or cash remittance to this office. As per 
condition the tenderer should sent along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of 100 and Earnest Money Deposit 1% of the 
total cost of articles tendered. Tenders without agreement, 
tender form and Earnest Money Deposit will be rejected. 

(0)1fflJ (11 0) (13) rdjfflo n06121l1 Oil (2) oloU) CScft 0 (Bg SSl 6) QJ 
gej<£b(S(.S06TT)lc£S(TU Clil (§001(010)1(38 rarajOJOa^fflOCS) gnJ<ft>(a61D63Bo3 
aj1(0)(061Do 6 )hJ<§> 003 cmOejrUO^fflJSg <TU£)0nja)6313g1(a3 cnlcmjo 
ajLOOJij 3«S‘‘>ejocn)2cft>c/3 <Md6rnlijjff)ca>oggj(mj. 

3(3oejocru cnaiidS—os/cdU/grcrulg). 

ip (Do—3D Electromagnetic Simulation and CAD 
Software for high frequency circuit design and antenna 
simulation 

[3(3r>ejo<Dj en£ioo«5T5)l6)a$ ailei: 

630l83l<D(38- 1,050. 

OminJlcBcOOb- 525. 

6L O 

«5)ojoro3 ciitpl— 1 , 090 . 

l3(3<i£J0Cro (BraD00(015)16Klg Oil(03nJCD W J6)S (3130101)00) 
fflftoratojo cruaKMQjjo—22-8-2012, 2 ai 6 rril 01610. 

B(3<mio(Tu arojlcft, ol cosijcm rareai cruocn (oile® (Oilasjo 

(ruacffiOJJo-23-8-2012, 3 2)6TDl 01610. 

3(8‘‘>ejocni' oijocOSijod toilo® (ailomjo cniffloaijo— 

24- 8-2012 gija»c96) 12 2)61Dl. 

BRS^oaro ailei nJ6rnao(D>1(B§o iziemleomodScuxS rarajomlego 
fflOLOTHsm (nn“lcft)Olc 06 )jca)(n) 2 ag 2 . BcS^onm axni(3, oiIodoiI 
ci^cmloj eosijelojsjraTrol mj(30J^j <ft.aiojca>a3 (.oJlaScnilryoc^, 
n06i2u1a)1a»o1oa) (Bc&oegss, o)1ojoiaiao)njjoo-i6 o®om 
<sffl(o8ailejo(nxoio)l(o3 (3ra<i»(r»(Sc9S)6ne(0)06rn. (oioaoul^j eiel<s6ij(m 
BdS^eioonjcejaS oJo1co6rDlc06)jcm(O)ej. 63ol8slo)(o3 3(3<^eiocru 


Lruffloemcsoroioeisoo-io (3i3)6)<ft> oilei(r»j6)s 1 % criloaniBai^aijo 
ioo aileiasjgg CcftiOg on(3c06)O(8 ffl2(3(T_|(ro>(0i3)1(33 (oJOLnalcfti 
ca>oo(3 nJL«t)OJjo g6reo<s3)1o1cs<s6)6n§(0)06rn. 

3(3<^eiomj ( 0 ijOcS 6 )j(m (oiloo/l ajcntoS rarajoj aocnio ai6>o 
oflei cblocoolcn (.oJoemei^o g 6 neo(n) 1 o 1 ec 06 ) 6 re(O)O 6 rb. b^^ood 

(oJI206TDo 6)6)cO>l20Oo 6).aJ(X))003 nJ0Slei0(010)(3)06lf>. 

w O 13 SV) 

College of Engineering, (Sd.) 

Thiruvananthapuram. Principal. 

SHORT TENDER NOTICES 

( 1 ) 

No. P1/3450/2012/M. 29th June 2012. 

Sealed tenders are invited for the supply of following 
Equipments for the use of Mechanical Engineering 
Department, College of Engineering, Thiruvananthapuram. 

Tender Number—11/2012/P1/M. 

E. M. D—1 %. 

Cost of tender form: 

Original— 1,050. 

Duplicate— 525. 

By post (Original)— 1,090. 


Last date and time of sale of tender form— 


21-8-2012, 

2 p. m. 





Last 

22-8-2012, 

date and 

3 p. m. 

time 

of receipt 

of 

tender— 

Date 

23-8-2012, 

and time 
11 a. m. 

of 

opening 

of 

tender— 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
Money Order or cash remittance to this office. As per 
condition the tenderer should sent along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of 100 and Earnest Money Deposit 1% of the 
total cost of articles tendered. Tenders without agreement, 
tender form and Earnest Money Deposit will be rejected. 

(0)1 ffl 2 (11 CD (TO) nJJOo 00612111 0)1 W OloO) (8 eft. 0 (B g SSl 6) £1 
6)fflt06)oa)1cS6)(o3 <m1o_p(3§j6)ma$1(S£ic9ffl rarajaiao^ffloco) goj<ft>06iD63i3o3 
aj1(0)(06iDo 6)o_i(spa3 (oioejnjffl^ajgg orunooja)63i3g1(o8 cdIodjo 
3(3neioaruj(ft,((3 cMdsmlojjsic&oggjcmj. 

B(3n£iocru cnani(3 —ii/i2/oili/o0o. 

0)1(0(01(3(11^0-1 %. 

B(3a£i0<D) (Ba£) 00(010)16)0^ Ollej : 

6301sjI(D(08 1,050. 

(U)Uojl(Bc06)b 525. 

«ys 6v> o 

(0)nJ0(03 (lltpl- 1,090. 

BdS^eiocn) (Ba£ioo(oio)l6)o3 oilcoSojcDasjeis rareciiouoo) 
(oVtoOTiltrojo (ruffloaijo— 21 - 8 - 2012 , 2 06ml. 


IV 


< 3 ( 3 <iejocru arajl<ft> ®1 tsojon raracuomocn ®)l<r»cmlcssjo 
cruaaxajjo—22-8-2012, 3 ffl 6 rn 1 . 

3 ( 3 ^eiocrujcft,c^ anjOcBOjcm OTilOTtroloffljo cruacoxijjo— 
23-8-2012, 11 126 ml. 

BcJoeiocru ailej njanmocmlego ffl6mlG<s2)oc3ai)c3 rarajcoilego 
ao(.«rxsa crujTca>(olc06)j<ft)<i»jg@j. odJ^eiocru mcru(3, raiTtrstrol 
o^amloj CBrasuonjsjRiirol ajiacueJ <a>njojtft.c^ (oil a3 aril <jpu3, 
a®6mjlcnTcffio1oco Gca>o<sgs3, (mlojcucncKnrujrao-ie ag)anD 
(saRsSajleiocrufijrrolroa (3ra<i»cs3)Cces)sne«»osnD. oioocrul^jj eieltsojan 
a(3(iejocn)2<fi)C^ njffllcosmlteffljcmraiej. aolslarxaS B<3<ieioani> 
(.njmosrrKsraimoason-io carejOca, ni1eKi»j6)s 1 % (nlratroiBaJi^Jo 
100 aileiasjgg eAfflg oru(3ce6)oc3 ajiBn-itanraTOTlraS ipJ3Lnalcft> 
eftoocS njcroioijo gsneocQnffl1ec9S)6ng(roosrn. 

ocBrieiocru cmjOcasijaT) anlmxml mjrairaS carejoj aocruo 0100 
aJlejaDlac9S)1cD (ajoem&j^o g6n§oco)lffl1csc9S)6ns(mo6m. BcS^onm 
iajffl06rr)o offlcftifflooo S)njco>oa3 njoslejoorrocaiosrn. 

*■ O ^ SO 


List of Items 


SI. 

No. 

Description 

Qty■ 

(1) 

(2) 

(3) 

1 

Single phase welding Machine (1 HP) 

1 No. 

2 

Portable hand grinding Machine (1 HP) 

1 „ 

3 

Portable hand drilling Machine (1 HP) 

1 „ 

4 

Bench Type radial drilling Machine (1 HP) 

1 „ 

5 

Jig Saw (Vi HP) 

1 „ 

6 

Lock former 

(for duct formation work) 

1 „ 

7 

Radial Trinocular inverted metallurgical 
microscope with computer interface and 
plan achromatic objection 20x, 40x, 50x, 

60x, WF lOx Eyepiece (pained) with 



Computer. 

1 Unit 

8 

Profile projector PV-5110 (Mittutoya) 
Made in Japan Projector Screen Diameter 

508 mm Inverted image Digital display 



(XY/angle) 

1 Unit 


( 2 ) 

No. P1-4428/2012/C. 10th July 2012. 

Sealed tenders are invited for the supply of 
Electronic Balance-1 No. for the use of Civil Engineering 
Department, College of Engineering, Thiruvananthapuram. 

Tender Number—12/ 12/P 1/C. 

E. M. D—1 %. 

Cost of tender form: 

Original— 420. 

Duplicate— 210. 

By Post (Original)— 460. 

Last date and time of sale of tender form— 
22-8-2012, 2 p. m. 


Last date and time of receipt of tender—23-8-2012, 
3 p. m. 

Date and time of opening of tender—24-8-2012, 
12 Noon. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
Money Order or cash remittance to this office. As per 
condition the tenderer should send along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of 100 and Earnest Money Deposit 1% of the 
total cost of articles tendered. Tenders without agreement, 
tender form and Earnest Money Deposit will be rejected. 

tmlfflj QJ <T> am nJJ fflo CD QJ 6Tl3 ffl 21 C$“ n® 61&j1 CD 1 W Ol o CO 

Gtft> 0 CBg SSlogJ myiailraS ng) 61 &j 1 clDlcH)OloC« ajtftqnjltSejcOS) 
rarajojcra^aocsj) gDejcaieisosnolcftScri) 6m0£ia3<TO-63ff>O6rno niltroosmo 
®!ijcg>oa3 cmoejnjo^ajgg (TuriOnjrnsaBglroSaDlanDjo mjq3<u^j 
(3(3(i£jO<TU2ca>a3 dMdsrol^ffldftOggjaroj. 

B( 3 <i£ioam <nan( 3 —12/12/oili/crul. 

aDlfflcfniraai^o —1 %. 

i3(3>^ejocnj ffiadoo<OT5)1ffla3o oiler 

630l£3l(T>«53 - 420. 

ajD^nJlGcWIO 210. 

«51nJ0C08 <US>1 460. 

odS^eiocru Gaeootors)1an3 ojloSijjcntnjjeis rarcaianocn 
cmlcoxotojo avaocsaijo—22 - 8 - 2012 , 2 msrril. 

HtSuejocru rrujltft.oltSSijanD rarsojcruom (rolasajilecsjo 
CruaoffiOIJo—23-8-2012, 3 fflsrril. 

BcS^eiocru caijocoffljcm raVtoffiftojo avacnxiijo— 24 - 8 - 2012 , 
1 msml. 

Bt3‘‘>ejoanj ailei nJ6maoco)lG§o m6m1eoQ)0(3(ux3 rarajcsulego 
2 io(.«shs2i avjlcft><alc9fflj<ft>cr!)jgg2. B^'^eiocru cnaiK3, ©ilascm! 
ti^arTloj efflsuoajsjtoro)! mj(.BOj^| (ftiOiojcOjoS (.njIaScruliTjoaS, 
cif)STaj1 ml to) olocn e<ft>ocBge3, C3i1ffljoicnawojjfflo-i6 a®cm 
(smraSoileioaTKmmlRsS cm3CQKi»csc9S)6ne«r)osrn. ©wacnil^jj eielcosjcm 
<3 (3 agio an 3 cft> u3 njolcnsmlcosjaruroei. aolsslcnraS Bc3'teiocru 
(.njaosmcstmwosisoiTjo (3T§)®cft> aileicnijeis 1% cntoraitBai^aijo 100 
oflejdsjgg (Bcftfflg a3(.3ijjL®)«5T5)lKs3 L^oinalcft) <ft>ffl0(3 ojiotmiijo 
gsneomlffllcstssisnecmosrh. 

3(3dgjocnj (mjocoojam railcmanl mjanraS carajoj aocruo ojsi® 
oilei ODlOcOSilrh (r>J36men,o gsneo<s2)lffllGc9S)6ns«5iosrh. 3(3<^eioam 
(.njmosmo ffls><ft>mogo 6).o_Kxpa3 nJOs1ejorar5)«»06rn. 

College of Engineering, (Sd.) 

Thiruvananthapuram. Prin cipa l. 






V 


SHORT TENDER NOTICE 

No. P1 -2028/2012/GECB. 13th July 2012. 

Sealed tenders are invited for the supply of Various 
Sports Goods to Government Engineering College, 
Barton Hill, Thiruvananthapuram. 

The tenders should be superscribed as Tender 
No. Pl/2028/2012/GECB due on 17-8-2012 and addressed 
to the undersigned to reach him before 3 p. m. on 
17-8-2012. Late tenders will not be accepted. The tenders 
accepted will be opened at 11 a. m. on 18-8-2012 in 
the presence of such tenderers or their authorised 
representatives who may be present at that time. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by remittance of 417 
which is the price fixed for the same and which is non- 
refundable under any circumstances. The tender forms 
are not transferable. Sale of tender forms will be closed 
at 2 p. m. on 17-8-2012. Cheque, Stamps, Demand Draft 
etc. will not be accepted towards the cost of the form 
nor will forms be sent by V. P. P. Duplicate tender forms, 
if required will be issued at the rate of 210 per copy. 

As per tender condition, the tenderer should send 
along with his tender an agreement executed and signed 
in Kerala Stamp Paper of value 100 and an Earnest 
Money Deposit (EMD) 1% of the total cost of the 
articles tendered. Tenders without agreement and EMD 
will be rejected. 

Those who want the tender form by post should 
send 100 by Money Order to the undersigned. Outside 
firms who desire to get KSP should send an additional 
amount of 110 along with the cost of tender form. 

(mlrajcucnoronjjfflo 6ruoc3§6ri8 nrflcoS a®6i&j1cn1cQ>o'loo5' 
Qtft.oegss1csejtM culculcDcmoo aruGnJOcSscru cojcldctu crunjfflfflg 
ff)ij(§>jaD(mlGej(9S)ocs2)1 3c8'mio<TU2<ft>u8 tMdsroliyj 

6 )cfti 0331 Cmi. 

scii^mocru cruataojltMjcm ca.cuolaDjajca.g'lraS bc3^£ioctu 
< nanj(3 rJli-2028/2012, cm “to oil g>cu eosufflrysjRSTml «t> 06 up 
63n_|l§ gGrapcficmncn 17-8-2012-00 cmlcmcrol 3 axsrrilieffljmjau 
crumcaijjlGteasngcmosrn. «r)0i2KTul^|jca>1§jaD 3c8<imocn)2ca>a8 


rUffl1t06rrilc9S)jcrncmej. BcS^mocrojcftaa 18 - 8 - 2012-00 w/tocml 
ffloailsiej 11 ffl6TDl<sffl c3c8^£JO<Tuj<ft>c/3 (TUffldSijjljjj cmajgjcftgjffls 
(mocmlau^carmlcoS (3ra)m1d330ffl1<aao<j2il cmjoteojcmcmosrf). 

38S<iejo<TU2ca>c/5 rardicucra^ffljggcuca 417 culm cnraSa/l 
BcS^mocru <Snnoo63Bc/3 cuoG63T3snscmo6rn. 17 - 8 - 2012-00 cmtocrol 
2 asmicufflffl <3c8<i£ioara Gonoo63i3a3 ajosaraocujanDcroosrn. 
<3(3<i£iocn) Ga£ioo63i3o3 cfflofflcmooj ta.ooCTncuasomjo 6 ) 6 ) caaogo 
6 )hJ<§)oo 3 ojosjggcmm. apices), (onoarig, GnJOGoruss cruoau 
raijsssBlocu crujIcfcoloBfiijcmcmm. oil. oil. oil. cmajcnil 3c8neiomj 
GoD00633a3 caracnjcfficSffliaDcroej. aminil GoKib Bc3<imo<Tu 

6 SV dS gV) O 

God OO 63130/5 (313)01 <73^ fflj gg (U(3 SOJ (.oJ«t)1<S6) 210 c&qsl 

(3iacn)C!d)G<flS)6ng(roo6rn. 

3(3oejocru mlaMacnjcruffllTj BcS^mocru crua^ojl.flfiijGCTUoaS 
G^oeiocnilGcnofflsoojo 100 culmcnrjgg G<a>og ajL^LcmcarmlcaS 
aruai2KrooJt.(mcujo cnloajx.racu^cujo cuc®Gc0S)6ne(mo6rn. cruizfflcTOaJiOTxujo 
cn1ffl(mt3(u^cuji2i1ejoc!5Kf) 3^rieioarujtft.a3 cnulc&olcsffljcmcmm. 
3(3aeiocrujcft>a3 (TOoJOksScucpI rarajcuaa^ffljggcucS 50 (3T3uiloa>fflo<S2)1 
a6mlGa»0(3cu)^, toilaScnilojoaS, cruc3cesioc3 o^smilanlcaolocn 
G<ft>0Ggs, 6tuo(3§6n3 ooIrsS, cmlffljcucnamojjfflo o^cm GoJca1ro3 
asmlGocso^cu)^ raracojajjcmGfflsnecmosnb. G^ogcsimlcnj ojjocormjgg 
ca>au(rilcSffloc3c9S) G<ft>og ajiBruiraio cmajcuuD^ffloosmffiilraS 3(3<^eioonj 

GoDooc!5irol6)o3 culmGcrsofiisoojo 110 <&qs1 c3Tau)1ca.aocm1 
(3iascaGcS6)snecmo6rn. 

Government Engineering College, 

Barton Hill, (Sd.) 

Thiruvananthapuram. Principal. 

TENDER NOTICE 

No. Pl/1883/2012. 11th July 2012. 

Sealed tenders are invited for the Printing of College 
Magazine 2011-12 of Government Engineering College, 
Idukki. The envelope containing the tenders superscribed 
with the number, name of the tender and due date for the 
tender must be addressed to the Principal, Government 
Engineering College, Painavu, Idukki. 

Tender No.—01/12. 

Last date and time of sale of tender form—17-8-2012, 
1 p. m. 

Last date and time of receipt of tender form— 
17-8-2012, 2 p. m. 

Opening date and time of tender—17-8-2012, 
2.30 p. m. 

Cost of tender form is 300 + VAT by cash 

for original and additional of 50 each for postage. 
Belated tenders will not be accepted. The tenders will be 
opened in the presence of such tenderers or their 
authorized 


VI 


representatives who may be present at that time. 
Cheque/ Drafts/Postal Orders are not acceptable. Further 
details can be had from the Office. 

The tender forms which are not accompanied by an 
agreement in Kerala Stamp Paper worth 100 and an 
Earnest Money Deposit 1% of the total cost of the work 
offered will be rejected. Outside firms, who desire to be 
supplied with Kerala Stamp Paper should send an 
additional amount of 100 along with the cost of tender 
form. The tender forms can be obtained from the 
undersigned upto 1 p. m. on 17-8-2012 by cash and by 
money order upto 2 p. m. on 9-8-2012. 

6DSJc86)l 6)6)nJ010(ll CO OJ 6n3 6) 2) (ljT ag)61&)10ll<n)0lo0) 

cscftoegslfflej 2011-12 (ii(3n9d6)(3i5) (Bca.oegss fflocncniloS io_ilo§" 

aj1«j)«6TT)o 6)nj«^(m(5)l(sejce6> 2)3(3(11.^ 3c3r>ejocrujcftiu3 

cMdsmlijjOcfcoggjcrnj. flfS^ocTujcftgjsis njjoraioi 3(3neiooi) 
(10011(3, 3(3^£10dt)l6)(ljS GnJffl, 3(3™£10(tl)l6)03 (318(1101)001 (3)1(12(3)1 
a^onlcuecmosjtfejsl (.MloSaiilryooS, co(H6n36)ao3r n£)6Tajloi°toolocb 
(BcftOCBgS?, 6) 6) rd 0) 0 (11 , g) S J c96)l, nil (l3 - 6 8 5 6 0 3 o£) Oil 

(lileioovRsnnlraS me1^1ffl1eces)6ne«5i06rT>. 

3(3<Teiocru oioii(3— 01 / 12 . 

racB^eioou GaDooo ajlK^c96ijon raiBciicruodi enlaiHsilaDjo 

d1)2K52(UJo-17-8-2012, 1 2)611)1. 

H(3aeiO(TU (SaOOOo OVlIcejOlteSIJOT) (318(1101)001 (SlIcQKOlldDJo 
OUfflODClIJo-17-8-2012, 2 2)611)1. 

3(3™£1001) ®12Oc06)J(ni 8S)1(D)«5ll(!fflJo OliaCQXUJo-17-8-2012, 

2.30 2)61111. 

3(3™eiooi)jcft)gj6is oilej 300 + 5% aioo-o rai8)(!Q>1(8l<B6)2o. 
oiruoroStiKpl eie1c96)oo3 50 caqsjrairaS (3i8sch)CBc96)6ng(5)36n). 

(318nj^(36ni(n^o 6i6i(iice>1ce6il§1cQ>caij2)0<i» 3(3^eio(n)jcftio3 cn)06)«5ioffl2 

ta.oo6m(iio8oei)o oi)il<ft>(3l<s6))oi)(0)£). 3(3<^eiooi))<a)C^ oixmltirilroi 

o o g\) o 

aoQfflIfflIcseijoii 3^>^eiooDjca)Offlj6)sccc»o, raiauiltfeOffleirysjrairol 

(0)1 ffll <66)3011 (.o_l(3)1 oil U)1 <ft> gj 6)S(SCQ)0 01)0 01)1 (2i)^ (313)1(33 

®)JO<e6)J(mOT)0(!Q>lffllce6)2o. OD0U)O16313gJ6)S 6)2)0(313)0 (ifl ej QQ)^ 6) S 
630J 08(3)2)001o Ollfflai^CU^mjo, 100-6)03 (B<ft>(8g OD(3<06)O(3 
2)JL3nJ(.(3)(313)1(33 63rijl§ gSOUSldDJo 3(3<^ei001)l6)0^ cft>]6)S (Ilffidinjl 
(B <06) 6113 (5) 0611). 01) o (TUD 001 (313)101 oJJO(313)Jgg OUQ OoJ 01631303 

3(3^eiooi) oi(53ca)j(iioo3 rarajcwaDlcseijoiioJcMio 3(3<^eiooi) 
ailei(si)c06)joJ2O6)2) cB<ft>og oi)(3<06)ool6)r$ 2)jL3oJt,(3)ciileicQ>o<r» 100 
<ft>]Sl (318 S 02 (B <06)6113 (3)0 611). 3(3‘">eiO(ll)3<ft>a3 17-8-2012 nJ<0>(33 

1 2)6ml(116)ffl G01®1§Jo 9-8-2012, 3 2)6m1(116)(8 2) 611)1 <2020(3(U) (3 
raracoicffiijoraS KDnJoraSaitpIcoijo (3)06)(p 63a_|1§1(31<06>2(m 630aoloi)bl(33 
oilonjo eie1c06)jon(3)O6ni. 


Office of the Principal, 
Government Engineering 
College, Painavu, Idukki. 


(Sd.) 

Principal. 


SHORT TENDER EXTENSION NOTICE 
[No. 02/2012-13] 


No. D/976/2012. 2nd July 2012. 

Sealed tenders are invited for the supply of the following items to Electronic Lab Equipments in the Electronics 
Engineering Department of Government Polytechnic College, Kumily. 

Tender should be superscripted with tender number and the name of Department. Cost of tender forms and the due 
date and the date of opening etc., are furnished below. Tenders will be opened in the presence of such tenderer or their 
authorized representatives who may be present at the time. Tender forms are not transferable. Sale of tender forms will be 
upto 2 p.m. on the due date of receipt of tenders. 

Price of tender form: 

Original— 800 + VAT @ 4%. 

Duplicate— 400 + VAT @ 4%. 

Last date and time of receipt of tender—3-9-2012, 3 p.m. 

Intending tenderers may obtain tender from Principal, Government Polytechnic College, Kumily, Vandiperiyar P. O., 
Pin-685 533 on cash remittance either in person or by sending the amount by Money Order payments through Chequs, 
Postage Stamps, Postal Orders, Demand Drafts etc. will not be accepted. Tenders will be opened on the next working day 
at 11 a.m. after due date of receipt of tenders. Those who desires to have the tender forms by post should remit 36 in 
excess of the cost of tender form against Postal/Stationary charges. 

The offer should be valid for the minimum period of 6 months from the date of opening of the tenders. 
No advance payment will be given. Tenders without EMD and prescribed agreement executed in Kerala Government Stamp 
Paper for 100 will not be accepted. 

cnaj6n3ff)aa^ enjoglnscfttrilcfc e<ft>0(Bgs3, tfejagtolaej g£jcebGLS06m1<ftcri> cuiliTjotSgoaa^lfflej gejcftics(.sosTT)lc£banj eioaulcsejcea 
(3TB)iua8^ao<s2) gnj<ft>ra6TT>63i3o8 cuosanjarocffiflcb ajtBQjiy 3(3<^ejoorujcftia3 cM46m1.a-pa<&>033]aT)3. 

BcS^oavflcnjajc&.g'lrajS an1o_|0(3§aaa31ao$ Gojojo ra(3<^ejocru cnamojo cu^cMnaoaail ^‘pjtwlOTlralcoaanDo. <3c3‘‘>ejo<TU3c&>o3 
cru/lc&alceffljan rareajcruocn (mlcoxrotojo Cacoo«5rro1aa3 nilejcffijo KnjOcoajcrn caftoctstojo anoasp e^tScsajo L^Aoraaocoflralceajo. entail c® 
cruacracor® axiardruiltroaocrslfflltsajcrnaiojas cruocmlau^OTr®!®! f3(3<^ejocrujca>c^ c®jOc9ajcmc®ocs2)1ffl1ceajo. f3(3<^ejocru eoD006si3a3 
aacfcfflooocuiaTKmej. 

6 6V) 

3(5>^ejocru csadooamnlaag ailej: 

rarscruraS— soo + ajob @4%. 

oro o 

nJca.(3n] 400 + (UOO @4%. 

B(3<iejo<Tu cmftaalcsajcrn raratucruom OTtltmantojo cruamjcnjo— 3 - 9 - 2012 , 3 aarfl. 

(.njcru (®j<® ocS^ocru encooo mrejcijc/a^ajggajai (.<^41 erul< t_| 0 o3, a)cuan5ama^'' enJ 0 g 1 as<ftablc& Gc&ocsgss, o&qagl, 
aj6relan_|®1cQ>0(3 ojl 3 ., njlaii-685 533 n0crr) oflejocrocMilraa a6rnleco>oc3cu)(3 csra qqi cs 0 , ccnra1§jajeoD0 (uo63T30(ujcm(®osrn. 
eacooraimlaag ailejcmocffil a^j<eajca>c(3, (onociogjcOjaS, GnJOtruroS 30(3ajDOjcft)C(3, aruoanjc&c/i n^amlcn a'u/lc&ffllcsajcrocwej. (®c>joks 3 
ajeajcn Qtioooo eaj6rr)afflcmjggQj(3 (TOnJoraS/cstTUrfldcnol anjejcuocrsl 36 ca>js1 rarascbjcBceasnstwoaf). 

3(3^ejoorojcft)a3 cru/lc&ffllcoajanD raraajcroocn 3lcucnx5T®1aajj a(®o§sj«5r® (njaj(3rar®1 alcucroo c®acro aooJlaej 11 ambits® 
i3c3‘‘>ejocn)2ca>c/5 fflijoteajcmcsiocffilffllcoajo. [3«S‘‘>ejocro3<ft>u3 crudca>al<sajanD dlajcruo 2 aarflaiaffl QoDooo oilcmaano anj^jonDcnocQilffllcoajo. 
[3c3(i£jO(Tu1aej cn1a<sajcft.u3 fl(3^eiocTu raijocoajom (®1<S2)(®1 aj(®ra3 6 aocrueasrwcmcea cruocnjraxisjggraiocffinoltsaano. cnluailt® 
cruouxD cruofflL(blcft)gjas (®^nj(®lda>fflaocn) ajIcwaarmiTwImjccraniicsa csratrolaag njano cn«53ca)jcft,c!C!)jgg]. cntaflc® ablaaiLBaj^ajjo 100 
ailejcffijgg ctcft.fflg Bruit®gtrmlEnss ar/tailc® a®(.cblaaa^2o rarascoao anjaprar® 3(3<^ejocTU2ca>c^ cruj1<ft.dlc9ajanDc®ej. 
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List of Item 


SI. 

No. 

Item 

Specification 

No. of Needed 

Items 

Amount 

1 

Analog Ammeter 

1-100 MA 

6 

5,940 

2 

Analog Voltmeter 

0-1 V 

5 

4,950 

3 

Analog Voltmeter 

0-10 V 

4 

3,960 

4 

Analog Voltmeter 

0-30 V 

5 

4,950 

5 

Regulated DC 

Power supply 

2 A DC O/P, 0-30 V variable 

5 

20,000 

6 

Dual Power supply 

Output: 0-30 V DC, 0-2A, Dual Tracking (Regulated) 
Input: 203C AC+/- 10%, 50Hz Line Regulation: 
+/-0.05% (+/-5mV) for +/-10% Line change Load 
Regulation: +/-0.05% (+/-10mA) for load change 
from zero to full load Ripple and Noise: less than 

2mV rms Protection: Over load & short circuit 

Protection. Output Polarity: Floating w.r.t. ground, 
metering: 3 digits DPMs for V & 1 measurements. 
Meter accuracy: +/-0.1%+/-3 counts. 

10 

62,000 

7 

Function Generator 

Output frequency Range: 0.01Hz to 2 MHz in 8 decade 
ranges Output Waveforms: Sinusoidal, Triangle, Square, 
Ramp, Pulse, TTL (Sync) & DC Outputs. Output Voltage 
(Max): 10 Vpp output (50 ohms), 20 Vpp (open Circuit) 
Attenuator: Up to 80dB Output Impedance: 50 ohms 
Since Distortion: <1% (typical). Square Wave Rise/ 
Fall Time: <75nsec Duty Cycle: 10% to 90% variable 
Digital Display for Amplitude and frequency 

Measurement. 

10 

96,000 

8 

Digital Storage 
Oscilloscope 

70MHz, 2 Channel 

5 

2,04,120 

9 

Soldering Iron 

25 Watts, 230 V 

15 

3,000 

10 

Soldering Stand 

Sprig Type 

15 

1,875 

11 

Hot Air Soldering 

Station 

Temp Range (2c) 200-420, Temp Stability (no load) 

2°C Input Voltage/Freq. 220 V/110 V 50Hz/60Hz, 

O/P Voltage/Freq 36 V AC. 4 Khz, Max. power 60W, 
Heating Mode-intellegent, Time for Temp rising 
(20°C~350°C) 35s 

1 

6,000 

12 

Components Rack 
(Table Top) 

25 drawers Cabinet size: 400mm*250mm* 160mm Size 

of drawers: 150mm*75mm*35mm. 

2 

3,600 



Total 


4,16,395 


Government Polytechnic College, Kumily, 
Vandiperiyar P. O., Idukki, Pin-685 533. 


(Sd.) 

Principal. 
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SHORT TENDER NOTICES 

(1) 

[No. 05/2012-13] 

No. Dl-4087/2012. 5th July 2012. 

Sealed and competitive tenders are invited for the 
Purchase of Software and Hardware for CERD below for 
the innovation centre of CERD to Government 
Engineering College, Sreekrishnapuram, Palakkad. 

Earnest Money Deposit—1% of the quoted value 
(only by means of Demand Draft from a Nationalized 
Bank). 

Price of tender form (including Sales Tax) : 

Original— 500 + 5% taxes. 

Duplicate— 300 + 5% taxes. 

Last date and time of issue of tender form— 
16-8-2012, 2 p. m. 

Last date and time of receipt of tender—16-8-2012, 
4 p. m. 

Date and time of opening of tender—17-8-2012, 
11 a. m. 

Interested tenderers may obtain the requisite 
non- transferable tender forms separately for each tenders 
from the Principal, Government Engineering College, 
Sreekrishnapuram, Mannapatta P. O., Palakkad-678 633 on 
payment of the value noted against each by cash or by 
money order (Postage charge 40 extra). The cost of 
tender forms will be accepted by means of cash or by 
money order only. The tender forms should be accompanied 
by an agreement executed in Kerala Government Stamp 
Paper worth 100. 

Tenders should be clearly superscribed with the 
description and Tender No. and the same will be opened 
on the specified date and time in the presence of such 
tenderers or their authorized representatives. If any of the 
dates mentioned above, declared as a holiday, next 
working day will be the date for issue/receipt/opening of 
tender. The final acceptance of the tender rests entirely 
with the Government who do not bind themselves to 
accept the lowest or any other tender. 

Visit www.gecskp.ac.in for detailed specification. 

rU0£Jc96)0S (aald^nSdSmoJJfflO <TU(3c9S)0(3 a®SHlilaolQQ)OloCn 
(Bca>oega1fflej 6gecmo(B(Uniia3 6)cn)ci3o1csejc0ffl (arajtuao^aocn) 

CERD-csejeeo nnocScu) 6 )cuco> 02 <ft.gjo erruoaDO ffxucrsojcaigjo 

mo63i3j(ro(mlcn aimifflosIfruriomtTOTOlejjgg BcS^ocrujcSjC/a 

cMJsmliqiOcfeaagiaD]. 


mlotroiBOj^o—gcsqtrolij mlfflcWilfflcii] soj atxroaocno 
(cs3c/scruora8cft^OT) 6 TU 08 a> 1 ra 8 ffloooaijcm ia-uoa£r'go<s 2 >l fflotcroo). 

GtS^ejocru Ln-iaosrDflMilfflag oilej (cnlcajjcmloscsfflo): 
raracruraiS— 500 + 5 % soactu 

(TO 

- 300 + 5 % SOcGbClTU. 

<3c3n£jocru Gacooo ailo6nDo 6)n_iogqanD cardajcruocn 
(rolcsxTOlcffljo cruacsxujo— 16 - 8 - 2012 , 2 a6m1. 

(3(3<T£jOcru crujlcft) ol<ss)jcm rarecuoroo 00 crol cm (rolrajo 

CrufflCQXUJo-16-8-2012, 4 2161101. 

(3(3ci£jocri) (TOjOceffljcm (rolcmtrotojo cruacnxujo— 17 - 8 - 2012 , 

11 ffl6TT>l 

(toorsSijJ ajgg (U(3cSS) QQd+aooo 6)aj<g >0 mo cuorarro 
3 (3(ieiocruj<ft>u3 socsoocmlcnjo <jjoc/3, 

<TU(3c9S)0(3 ng)6rajl00lcD)riloCn CB<ft>0GgS3, LU0lca.^n9d6mnJJfflo, -678 633 
ag)cm aileioaruitSTTOlraS email] nJ6mo rarasts^jo 2)6rTflecn)0(3cux3 
fflje6ucnG(r»o qiolcoto ejelcesjoDtroosm ((TOnJ0Rs3<aqej1 40 
LnJGtro^cfto). ml (0 cro[/3 cij^o GBcracruoraStSj^tro snjoalraS oblcmjgg 
ajul 2 >oa 3 “ (.tuioafloocffil n^cru. 6njl. ol, (.ua1cft.,i l n9d6mnjjfflo 
<7006uc®1«53 fflooomjcm (roorarrolraS mil o _|0 c/3, mx3c06)O(3 

a®6ml<T)°IC!Q>b)otO (8<ft>0(?gK!, (.U8lcft)^n3d6moJJfflo n®(m GnJffllfflS 

cruffl(3o_pe<flO6recTO06rn. 100 -fflcig e<ft>(ag cnx3tMO(3 mjtra 

rarrolraS (TO(§>ooot06)lcQ)l§2gg crui2m<TOnj(.(TOo BtS^ejomilGmofflsoiTjo 
crufflc3^lGd3ffl6ne(roo6rn. 6i6nuca.1<ss)1§jcinD 3^>mio<Tujcft.c^ 
njffl 1 a) 6 mlc 06 )jcm(TOej. B(3nejocrujtft)a3 cnlusultro cruacoKTOTOjo 
(toIoqi oil coil eqo (TOBojcruoRiTTOlraS cruocrriloD^gg 3(3^eiocruj 
<ft.offlj6)s ajcmlraSoj^ (TOjo<es)jcm(TO06rn. crflra <ro 1.3 cn^cnjo 
croaacTOnj(OT>fpio gDejorarro 3^^ejoorujcft,u3 crojIc&altesijcrocTOej. 

culaa 3 ail oj o 63 bo 3<9S) www.gecskp.ac.in cif)cm 
6KU6njffl6)crug (nxra^aDlc9S)jca>. 

( 2 ) 

[No. 06/2012-13] 

No. Dl-4389/2012. 12th July 2012. 

Sealed and competitive tenders are invited for the 
Purchase of development boards for FPGA design and 
software under MODROBS for the modernization of 
project lab of Computer Science and Engineering 
Department of Government Engineering College, 
Sreekrishnapuram, Palakkad. 

Earnest Money Deposit—1% of the quoted value 
(only by means of Demand Draft from a Nationalized 
Bank). 

Price of tender form (including Sales Tax) : 

Original— 700 + 5% taxes. 

Duplicate— 400 + 5% taxes. 

Last date and time of issue of tender form— 
24-8-2012, 2 p. m. 


X 


Last date and time of receipt of tender—24-8-2012, 
4 p. m. 

Date and time of opening of tender—25-8-2012, 
11 a. m. 

Interested tenderers may obtain the requisite non- 
transferable tender forms separately for each tenders from 
the Principal, Government Engineering College, 
Sreekrishnapuram, Mannapatta P. O., Palakkad-678 633 on 
payment of the value noted against each by cash or by 
money order (Postage charge 40 extra). The cost of 
tender forms will be accepted by means of cash or by 
money order only. The tender forms should be accompanied 
by an agreement executed in Kerala Government Stamp 
Paper worth 100. 

Tenders should be clearly superscribed with the 
description and Tender No. and the same will be opened 
on the specified date and time in the presence of such 
tenderers or their authorized representatives. If any of the 
dates mentioned above, declared a holiday, next working 
day will be the date for issue/receipt/opening of tender. 
The final acceptance of the tender rests entirely with the 
Government who do not bind themselves to accept the 
lowest or any other tender. 

Visit www.gecskp.ac.in for detailed specification. 

LU8l<ft>^n3d6maJ2fflo (tu(3c96)oc 3 ng)6T&j1cn”torilocn e<ft>oegssloej 
<ft>am^§c3 crucr»a3anj (xo1a_|o<3|6)ffla$l6)£i eipJOSSdEbS ej 06 nilciejcss) 

(3T3)CUa8^aO<X» ryj)nL.rJI.Sjl.a(f). CU)1ff)6)(TU(n1<DJSS 6)CU)(UejiTjff)ffla^' 
G6mo(3cujj(ft>gjo eomoaoo amcojojcftigjo afloxasmo 
amiraoslarmocnrarafleijgg mjiqaiij 3(3<^ejocrojc9)u3 tMdsnblnjj 
6)cft>033KTD). 

cn 1 ffl«s)(.raru i 5 ,o—geqaal^j cn 1 fflc 06 >ls>o$ S3®j aawiaocno 
(e3<McrTORs3<ft>^«j) snjorailca3 aoooojjom Lcmonr/gocrsl fflOL«J>o). 

[3(3(i£jocru Uijmo6mraia)l6)a?S ailej (m1ca>j8j)1cQ)ScSS)o): 
raracruraS— 700 +5% soceberu. 

cru 

ojcft.(3iTj— 400 + 5 % soc&orn. 

ra(3^ejocru csacooo ail«sxa6mo 6)nj(^ijcm rareoicruom ra/to 
«5)l<i3)jo cruacoHUjo— 24 - 8 - 2012 , 2 a6ml. 

3«S‘‘>£ioaru oruj°lc9><a1 coffljem raratucruocn <r»(mltnijo 
crua<i 2 )(ujo— 24 - 8 - 2012 , 4 a6ml. 

BdS^eiocru roftoctyitojo cruaoaciijo— 25 - 8 - 2012 , 

11 a sml. 

(moro3(jj aj gg ok3c9S) sia&,chogo 0 ^^ 0 000 oioorm 
3(3<^eiocTO2ca>c^ aoeoonmlmjo (.'i-icotitftio croTo_| 0 o3, 

<TU(3ceS)Oc3 a®6T2ljltn1cQ)OloCO (Bcft>0<lg83, LU8°l<ft>in336mnJJ(Do-678 633 

o<j)an aileiocruRiKnlraS ccntalf ajamo rarcseijo 2i6ml(s<i»oc3ajDc3 
aje6U(TKBcr»o aoL®io 3(3<^eioonj ejelcoajamraiosm (rainJoroSoa^eil 
40 cnlfflOTitBOJ^o cs3UDcruocn3ca)^8S) 6nio®>1(a3 

mlcmjgg (u)laoag“ LfmonD gotsul ci£)<tu. 6 nfl. pi., 
(.aalcft)^ nsf6m njjfflo oa 0 6ucoilro3 aooooijcm (macorrolraS 
toilaacniliTjouS, croc8<e6>0(3 n^emilmltrsolocn Gc&oegss, [ua1<ft>ina36m 
njjfflo n^jam QrualcnS cma(3o_jlec96)6ns(mo6m. ioo-6>o$ Gcft>rag 
ovSsqoS aj(.3oJ(.taK3rmlR58 «j)^)oooce6)1cD)1§jgg crua2OT)nj(ro>o 


BiS^ejocrultBmofflsoijjo cmafSrylecefflengtrooem. 0fflajca>1t06)1§jcm 
3(3>^ejoamica>c^ njffl1cn6m1<96)i(m«»ej. 3(3<^ejocruica.u3 mlaafl®) 

0 o 6V) o 

cruacQKmaajo (mlcnxmleffilejjo (maaicmararaflraiS omocmlfiD^ajgg 
3(3(iejocrujca>offlj0s ajonlraSoi^ 85)j0c96)jcmroi06m. crilfflraxqaj^aijo 
(maatmoj(.®>fU3o ffpejoraro) 3«S^£iocru3cft>u3 cmilc&altserjcmraiej. 

ailaa 3 ail ai o 63 bo 3<96) www.gecskp.ac.in cif)(m 
0aj6nj00crup (nxB^aDlc96)3ca>. 

Govt. Engineering College, 

Sreekrishnapuram, (Sd.) 

Palakkad. Principal. 

SHORT TENDER NOTICES 

(1) 

No. B/1365 (2)/2012. 5th My 2012. 

Sealed tenders are invited for the supply of 
Equipments for Various Electronics Lab of Government 
Women's Polytechnic College, Kottakkal, Malappuram. 

Tender No.—08/2012-13 

Estimate Cost— 10,38,500. 

EMD (1%)— 10,385. 

Cost of tender form (including Sales Tax) : 

Original— 1,600 + 64 - 1,664. 

Duplicate— 800 + 32 = 832. 

Due date and time for the sale of tender form— 
20-8-2012, 2 p. m. 

Due date and time for the receipt of tender form— 
20-8-2012, 3 p. m. 

Date and time of opening of tender—20-8-2012, 4 p. m. 

Address—The Principal, Government Women’s 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram, Kerala, Pin-676 501. 

The tender forms are available from the office either 
in person or by post. Postal charge 40 is to be paid 
extra in case the tender form is requested by post. 

The cover containing tender form should bear the 
name of the tender, tender number, due date, from address 
etc. The cost of tender form will be accepted directly at 
office or through money order only. 

<Scft>o§c06)«53 coaj6n36>ao$“ aimlsno CBnJ 0 gl 6 )s<sl'm 1 cel' 
(Bc&OGggsloei ailailcu gg£i<£bCB(S 06 mld£ ei 06 njjca>g 1 (seic 86 ) gru^o 
6TT163T3C/5 Oj1®1(36mo 0 C§> J (TT) Oil (T) OTXJglOOJgg CniDOaHT) 

63i3g1ra3m1cmjo ajtqaiij 3 ( 3 ^ejc><T 03 ca>a 3 c0&i6mliq;6)tft)033Km3. 

3«SrieiocTij cncmc3— 08 / 2012-13 

(3T3S®>®S (mjcft.- 10,38,500. 

rnlrataxqanjo ( 1 %)— io,385-6>a$ cufl.cufl. 


XI 


3(3>^eiO(TU GnnOO«5T5)l0O$ dfl&J (fnl<ft>JK5)lcft)C(3 gu36)ijJ6)S): 

63O1sj10DC53- 1,600+64 - 1,664. 

CU)UnJle<SfflO- 800+32 - 832. 

5U O 

85)nJOR53 aJO dies!- 40. 

sdi^eiocru CBnnooo rulraScOffljcm rarecncruoao cnlaDtrolasjo 
cruffloaajjo—20-8-2012, 2 ffl 6 nbl. 

3 ( 3 ^ejocru csacooo auilc&olcMjcm rarecncruom (rolcoiratojo 
cruaxmaijo—20-8-2012, 3 ffl 6 rrfl. 

3 ^<^ejocrujo 9 ja 3 (mjOoBSijcm (mlcoxmlcnijo cruacoxiijo— 
20-8-2012, 4 msml. 

3 ^<^ejoorojca)a 3 ( 3 rdcr»ca)C 5 c 9 ffl 6 n 3 nilejocruo—LMIaScnjln-ioaa, 
<j)cu 6 rrde>®ajf cncritoo eruogl0s<fecnlcab Goaoegga, e<ft>o§<es>ra 3 , 

nJjraiJnJOOQJ nil. 63., fflejnjJOo 0Sl£J, 8<fi>fflg, ajlCl3-676 501. 


List of Equipments 


SI. 

Name of Items 

Quantity 

No. 


required 



(Nos.) 

(1) 

(2) 

(3) 


1 Fixed 5V Power Supply — 22 

Specification : 

Regulated Power Supply 5 VDC/2A 
output: 5V, 2A. Regulation : Line & Load < 
0.01% Ripple and Noise < lmV. Terminals: 
possitive, negative & Gnd., Power ON/OFF 
switch with indicator. Overload, short circuit 
and reverse polarity protection, over heat 
protection. Voltage & Current Indication. 

2 Regulated ± 15 V Power Supply — 21 

Specification : 

Regulated Power Supply (+&-15V/1A) : DC 
output: +&-15V, 1A; Regulation: Line & 

Load < 0.01% Ripple & Noise < lmV; 
Terminals: +, - & Gnd.; Power ON/OFF switch 
with indicator; Overload, short circuit and 
reverse polarity protection; Over heat 
protection; Voltage & Current Indication. 

3 Regulated Power Supply 0-30V — 20 

Specification : 

Regulated Power Supply 30 VDC 
output: 0-30V, 2A. Regulation: Line & Load 
<0.1% Ripple & Noise < lmV. Terminals: 
possitive, negative & Gnd., Power ON/OFF 
switch with indicator. Overload, short circuit 
and reverse polarity protection, over heat 
protection. Voltage & Current Indication. 

4 Power Supply (Multi output)— 4 

Specification : 

Output - 32 V/2A, ± 15V/0.5A, 5V/5A 


( 1 )( 2 )® 

Input Voltage - 230V AC, ± 10%, 50 Hz, 1 Phase 
Output Voltage/Output Current-(0 to 32V/0-2A), 

( ± 13.5 to ± 16.5V/0.5A), (4.50 to 5.50V/5A) 
Line Regulation CV + 0.01% ± 2mV 
Load Regulation CV ± 0.01% ± 2mV 
Line Regulation CC ± 0.01% ± 250|i A 
Load Regulation CC ± 0.01% ± 250(1 A 
Output Ripple CV lmV rms 
Output Ripple CC 0.04% rms 
Protection OL/SC (CC type) 

3 Digit DPM (V&I) Common 3 digit voltmeter 

with sel. switch 

Meter Accuracy - ± 3 counts 

Single Turn Posts V set & I set 

Coarse & fine 

5 Dual Power Supplies — 44 

Specification : 

Regulated Power Supply (+&-15V/1A) 

DC output : +&-15V, 1A; Regulation:Line 
& Load < 0.01% Ripple & Noise < lmV; 
Terminals:+, -&Gnd.; Power ON/OFF 
switch with indicator; Overload, short 
circuit and reverse polarity protection; 

Over heat protection; Voltage & Current 
Indication. 

6 Analog Communication Trainer Kits — 22 

Specification : 

Amplitude Modulation and demodulation- 
Carrier generator, AM modulator and AM 
demodulator. Built in fixed power supplies 
of +12V, -12V @ 250mA. Carrier generator 
fixed frequency 100 KHZ and fixed ampli¬ 
tude. Frequency modulation and demodu¬ 
lation Built in fixed power supplies of +12V, 

-12V @ 250mA. Carrier generator with fixed 
frequency 50 KHz and fixed amplitude. 

And the direct method is used for modu¬ 
lation circuit with RC combination, phase 
lock loop 565 IC. Balanced modulator two 
potentiometers are provided to vary the 
carrier suppression. Characteristics of 
mixer trainer Built in fixed power supply 
of + 12V @ 250mA. frequency mixer, 
synchronous detector. Built in variable 
carrier generator from 50 KHz to 150 KHz 
Built in AM modulator circuit with external 
AF frequency. Single side band system- 
RF generator with fixed frequency 100 KHz 
and variable amplitude 0-1.5VP-P. AF 
generator with variable frequency 0-5 KHz 
and variable amplitude 0-10VP-P. Automatic 
gain control (AGC) variation to adjust wave 









xii 


(1) (2) (3) (1) (2) (3) 


shape. Two balanced modulators. LSB, 

USB, demodulation blocks individually 
on one trainer. Phase shifter method 
modulation. Receiver measurement trainer 
AF generator with variable frequency 
200 Hz to 10 KHz and with variable 
amplitude. RF generator with variable 
frequency 300 KHz to 1200 KHz and with 
variable amplitude. Digital display for both 
RF & AF frequency read out. AM receiver 
measurements. Built in AM Modulator. 
Different values of resistors and capacitors 
with one 10 KO potentiometer is given 
to vary the output frequencies. Phase 
Modulator. 

7 Digital Communication Trainer Kits — 22 

Specification : 

Pulse amplitude modulation and demodula¬ 
tion Built in fixed power supplies of + 

12V @ 250 mA. 555 IC-timer as a RF 
generator with 400 KHz fixed frequency. 

The modulation is controlled with a CMOS 
sampling switch Pulse width Modulation and 
demodulation Built in fixed power supplies 
of +12V, -12V @ 250mA. elk generator with 
fixed frequency of 20 KHz and fixed ampli¬ 
tude, modulator and Op-Amp demodulator. 
Pulse position modulation & demodulation 
Built in fixed power supplies of +12V, -12V @ 
250mA. AF generator with fixed frequency of 
500 ITz and variable amplitude. Frequency shift 
keying Modulation & Demodulation-Built in 
fixed power supplies of +12V, -12V, +5V, -5V. 
modulator circuit, carrier generator, data 
generator Demodulator. Frequency shift keying 
generator. Demodulator Built in fixed power 
supplies of +5V, -5V @ 250 mA.FSK modul¬ 
ator, demodulator. Pulse code Modulation 
and demodulation variable AF generator 20Hz 
to 150Hz. 

Clock generator with fixed frequency of 
10 KHz. Data output with LED variations. 
Variable DC voltage-5V to +5V ADC 800 IC, 

74 LS 165 IC are used in modulation. 74 LS 
164 IC, 74 LS 374 IC (buffer), DAC 800 IC 
and an LPF are used in Demodulation. 
DPSK modulation and demodulation 
trainer carrier generator, data generator. 

Delta Modulation and demodu lation Built in 
fixed power supplies of +12V, -12V, +5V 
@ 500mA Comparator 311 IC, 7400 Nand 
gate, 74193 Updown binary counters. 
Digital to analog converter PSK modulation 
and demodulation DPCM Trainer Variable AF 
generator 15 Hz to 30 Hz. Variable DC voltage 


-5V to +5V. ASK Modulation & Demodulation 
Built in fixed power supplies of +12V, -12V, 

+5V, -5V @ 500 mA. 8038 IC is used as 
carrier generator and 7490 IC is used as data 
generator. 4051 IC, 324 IC are used in modulator 
circuit. 7486 IC is used in demodulator circuit. 
Time division multiplexing and demultiplexing 
in built carrier generator. 3 different 
frequency data signal's are generated by 
using 74163 IC. 

Built in fixed power supply +5V, -5V @ 

250 mA Modulation & demodulation are 
individually provided on board by using 
4051 IC. Verification of sampling theorem 
Built in fixed power supplies of +12V, -12V @ 
250 mA. Variable clock frequency 3-30 KHz 
(low) and 6-60 KHz (high) 4016 IC is used for 
sampling and LM 324 IC is used for recon¬ 
structing the signal. Additional Op-Amp and 
CMOS are provided for external use. QPSK 
modulation and demodulation in built fixed 
power supply of +5V @ 250 mA. In built 
carrier generator and data generator. To 
change data signals a switch is provided 
on board. Modulator, phase detector, bit 
pair detector, demodulator are provided on 
board. 

8 Electronic Weigh scale— 1 

Specification : 

Piezo Electronic Crystal Type, Rang 5 gm 
to 25 Kg 

Pan Size (mm) 550 x 300 

Taring Range : Up to full capacity 

Response time : 3 secs 

Power Req : 90-250V, 50/60 Hz, 10 Watt. 

9 Ethernet Switch— 1 

Specification : 

24 Port Switch 10/100/1000 MBPS switch. 


( 2 ) 

No. B/1365(4)/2012. 5th July 2012. 

Sealed tenders are invited for the supply of 
Equipments for Embedded system Lab of Government 
Women's Polytechnic College, Kottakkal, Malappuram. 

Tender Number—9/2012-13 

Estimate Cost— 13,21,900. 

EMD (1%)— 13,219. 

Cost of tender form : 

Original— 2,000+Sales Tax 80. 

Duplicate— 1,000+Sales Tax 40. 
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Postal Charge: 

Original— 40, Total— 2,120. 

Duplicate— 40, Total— 1,080. 

Due date and time for the sale of tender form— 
20-8-2012, 2 p. m. 

Due date and time for the receipt of tender form— 
20-8-2012, 3 p. m. 

Date and time of opening of tender—20-8-2012, 4 p. m. 

Address—The Principal, Government Women’s 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram, Kerala, Pin-676 501. 

The tender forms are available from the office either 
in person or by post. Postal charge 40 is to be paid 
extra in case the tender form is requested by post. 

The cover containing tender form should bear the 
name of the tender, tender number, due date, from address 
etc. The cost of tender form will be accepted directly at 
office or through money order only. 

e<ft>o§d9S>®S oxusnSaaci^'' cucnlcmo (Sojogloscft mica 

(B<ft>0CBgSSl6iej n<j)oK>6TUCUJ (TlilcTUo ej06Tlileejc96> goJ<ft>ffl6TT>63BC/3 

Qjiraxasmo fflujtgjanffiilcn raicgioojgg oruriOnJcn63raglK53crilcrnjo 
ajLBCUij Q(3‘‘*£jO(Tuj<ft>c/3 c9Ai6m1iq)Ocft>033)aru. 

3(3(i£]ocru cnamc 3 —9/2012-13. 


List of Equipments 

SI. 

Name of Items/ 

Quantity 

No. 

Specification 


(1) 

(2) 

(3) 


1 Mat Lab-Software 10 User 

Specification: License 

MATLAB Simulink Control System Toolbox 
Signal Processing 

Toolbox DSP System Toolbox Communication 

System Toolbox 

Image Processing Toolbox 

2 PIC Microcontroller Trainer Kit 22 Nos. 

Specification: 

PIC 16F877A, 20 MHz-40 pin, 8 bit controller 
hi System Programming through Serial Port (1) 

8 switches, 8 LEDs 
3nos. of seven segment display 
2 Line Text LCD display 
2 analog input 

Provision to use built in comparator 
Provision to practice Capture, Compare and 
to PWM 

Serial Port Connectivity to the PC(2) 

12C Compatible digital I/O for practicing 12C 
Programming 

All the ports are terminated in the end 

connecter for external use 

Built in Power supply and Casing 

User Manual and sample programs 

MPLAB IDE for programming in Assembly 

Language 


CfflraS®>(03 - 13,21,900. 

cnlfflfflHacuio (1%)— I3,2i9-6)ci^ abl.cvjbl. 

3(3‘iejocru Ga£ioo«5T5)l6xiji ailei: 

aoIsjIcnraiS — 2,000+4% <uoo (so) 2,oso. 

rainJoraSmsH— 2,000+80+40= 2,120. 

OJDUnjl(5c06)b- 1,000+40= 1,040. 

«51nJOC53(US>1 1,000+40+40= 1,080. 

racS^ejocru Gaoooo ajl«53<ss)jcm raraajcruocn railcsxailoQijo 
cniacQiajjo—20-8-2012, 2 ffl6m1. 


3 Interfacing Boards for 8051 8 Nos. 

Specification: 

1. Digital I/O interface board-8nos. of high 
quality toggle switches and 8 nos. of LEDs. 

Input devices LDR, Reed Relay, Push Button 
and Opto Interrupter, Output Relay, Opto 
Coupler, Piezo Buzzer and Speaker 

2. Matrix Hex Key board and 6 nos. of 
7 Segment Display interface-4x4 Matrix 
16 Key Keyboard, 6 nos. of Seven Segment 
Displays. 

3. Matrix Hex Key board and 2 line, 16 
characters LCD interface board-4x4 
Matrix 16 Key Keyboard, LCD Display of 
2 lines and 16 Characters/line 


3 ( 3 ^eiocru csaoooo cnijlcftffllcssijcm rarccucnxxn trolcoiratojo 
cniacQKUjo—20-8-2012, 3 ffl 6 ml 

3 ^<^ejocrujo 9 ja 3 (mjOo 96 )jaD railcoxailcsijo croacoxnjo— 
20-8-2012, 4 i26ml. 

s^riejoarujcOjaS ( 3 T 3 cDXBc 96 ) 6 n@ ailejocruo—(.n-ilf^ctulojoaS, 
CO 016113612)0?^ OJOilSM GnJOgl6)Sc£6ClDlcfe (Sc&OGgSS, e<ft>O§c061K53, 
nJJOIJnJOOrlJ nil. 63., ffleinjJOo Sjlej, njlcl3-676 501. 


4. Traffic Light Controller-4 junction Road, 

4 set of Red, Green and Yellow LEDs- 
Pedestrian Crossings bi-colour LEDs, Control 
switch to control day and night operations 

5. 8 bit ADC and 8 bit DAC Interface— 
Thermistor LM 35 input in one channel, 0-5V 
variable input in another channel-8 LEDs to 
see the digital output. Necessary control 
signals for ADC 0809-Amplifier for measuring 
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the temperature in Binary-One channel DAC 
output, 8 bit input from the controller. 

External Power supply needed 

6 . Stepper Motor interface board-Stepper 
Motor and Driver Circuit for the Stepper 
Motor-Switchs to give control inputs 
(direction, speed, step) 

7. DC Motor Interface Board-Speed control 
circuit using PWM technique and Small 
DC motor-Thumb Wheel Switch for duty 
cycle input and H Bridge output for driving 
DC Motor-Control switches to give control 
inputs (direction and speed) 

4 ARM 7 Microcontroller Trainer Kit 16 

Specification'. 

ARM 7- LPC 2148 Controller 

4x4 Matrix Keyboard, Buzzer and Relay, 

2 line Text LCD display User External 
Interrupt, Timer/Counter Switch inputs, 

Single digit seven segment display, 12C 
device interface for Serial EEPROM, 12C 
interface for 7 Segment display and Real 
time clock Temperature sensor LM 35, 
Provision to test On-chip ADC, PWM 
Signal output. Serial port for transmission 
from Kit and reception from PC Serial 
Port for in System Programming facility 
8 nos. of switch inputs and 8 nos. 
of LED outputs external interface Software 
to write programs and implement in the kit 
Power supply. Casing to keep the kit safe 
and detailed instruction Manual and all 
the Programs 

5 FPGA Trainer Kit 12 

Specification: 

-Xilinx Spartan 3E Family FPGA (250K gates) 

-16 input switches, 16 output LEDs, one 
8 bit bi directional I/O with switches and LEDs 
-JTAG Programming through parallel port, 
on board PROM to store the program 
-3nos. edge sensitive switches, manual 
clock, on board clock 
-4 nos. of seven segment display and 4x4 
matrix keyboard 

-one 2 line 16 characters LCD display 
-ISE 9.1 i Webpack software for 
programming either in VHDL or Verilog, 

Simulate and Synthesis 

-24 I/O in expansion socket for interfacing 

external application 

-Power Supply, Cabinet and detailed user 
manual and sample programs 


6 Interfacing Boards for FPGA Trainer Kit 6 

Specification: 

1. Traffic Light Controller 

-4 junction Road, 4 set of Red, Green and 
yellow LEDs 

-Pedestrain Crossings bi-colour LEDs 
-Control switch to control day and night 
operations 

2. Stepper Motor interface board 
-Stepper Motor and Driver Circuit for the 
Stepper Motor 

-Switches to give control inputs (direction, 
speed, step) 

-External 5V Power Supply is to be given 

3. Buzzer, Relay and DC Motor Interface 
Board 

-PWM Signal generation from FPGA Kit 
-Speed variation can be observed 
Note: 1, 2, 3=> 6 each 

7 PC Components 6 

Specification: 

Microprocessor: AMD Athlon IIX2 10 
260 3.20 Ghz, 45nm 

Motherboard: Biostar TA880GB+AM3 10 
socket, AMD 880G + 


Memory: 2GB DDR3-1333 ZION 10 

Hard Disk: WD Caviar Blue 500 GB SATA 10 
Optical Drive: LG GH22 SATA 22xDVD Writer 10 
ATX Cabinet: With 400 W SMPS 10 

Monitor: 17" TFT 10 

External Hard Disk: 500 GB, USB 2 and 5 
USB 3 interface 

External DVD Writer: Sony slim 22X 5 

Internal Blue Ray Writer: LG 10X Blue 

ray RW 2 


( 3 ) 

No. B/1365(5)/2012. 5th July 2012. 

Sealed tenders are invited for the supply of 
Equipments for Language Lab of Government Women's 
Polytechnic College, Kottakkal, Malappuram. 

Tender No.—10/2012-13. 

Estimate Cost— 1,02,000. 

EMD (1%)— 1,020. 
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Cost of tender form (including Sales Tax) : 

Original— 400 + 4% VAT (16) + 40 = 456. 

Duplicate— 200 + 4% VAT (8) + 40 = 248. 

Due date and time for sale of tender form— 
21 -8-2012, 2 p. m. 

Due date and time for receipt of tender form— 
21-8-2012, 3 p. m. 

Date and time of opening of tender—21-8-2012, 4 p. m. 

Address—The Principal, Government Women’s 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram, Kerala, Pin-676 501. 

The tender forms are available from the office either 
in person or by post. Postal charge 40 is to be paid 
extra in case the tender form is requested by post. 

The cover containing tender form should bear the 
name of the tender, tender number, due date, from address 
etc. The cost of tender form will be accepted directly at 
office or through money order only. 

(8<ft>o§ <96)03 cnojsna 6 ) 0 C$" cumltroo cs nj agios <fc cnlcel 

G<a>O(Bg0Sl6)£I EJOoGCOJK! £J06TljlCB£JceS) goJ<ft>(06I7)6313«3 Ojl«5)ffl6TT)o 

OajcgijanDcmlcn ©xgoojgg (TuoonjmeanglcoScnlanQjo 
<3(3^£jo<TUjcft>a8 dMd6m1iq]fflift033iaT)i. 

odS'iejocn) mau(3— 10 / 2012 - 13 . 

raiose+raS snjcft.— 1 , 02,000 

(1)1(0 ( 3 ) [001^0 (1%)- 1,020-6)0$ 01)1.01)1. 

3c3<^ejooru Qaooo(oi3)l6)<$ ailei : 

cmocrucoS— 400+4% aioo (i6)+40 = 456. 
oJcft>(3<Tj- 200+4% OJOO (8)+40 - 248. 

BcS^ejocru GaCiooo ail ra3 < 96)3071 carocucruocn cmlcacaflcffijo 

CTUaCQXUJo-21-8-2012, 2 12617)1. 

ScS^eiOCTU CSaDOOo (TUjIcODffllcSfflJCm (3100107)00) ®)lQQ>«5)1<I»2o 

cruacreaijo—21-8-2012, 3 0617 ) 1 . 

0^<^ejocruj<ft)a3 «5)jo<ss)2(m cmlcmcmlciDjo cruoaixi^o— 
21-8-2012, 4 0617)1. 

3(3<iejoo7)3<ft>c/3 (3iacfficii)c5c96)6n3 culeiocruo—(njlciScnilojoc/S, 
0)0161736)00$" ojohlcwo enJOgl6)ScEbohlce6 escoaoosgs, (5ca.o§c06)ro3, 

nJJCWJnJOmj oil. 63., 0ei<T_|3Oo gjl&j, (8c9>(0g, ojlo3-676 501. 


List of Equipments 


SI. 

Name of Items/ 

Quantity 

No. 

Specification 

required 

(Nos.) 

(1) 

(2) 

(3) 


1 Software for Communicative English Lab 1 

Language Lab Software should have a 
teacher console + 22 student consoles, 

Provision for monitoring activities of all 
the students as per curriculum, there by 


0)P)® 

enable to master English language flawlessly 
and effortlessly with digitised tool (full 
service computerised learning tool) to maintain 
constant two-way communication with 
every student independently and offer 
precise guidance during sessions through 
networked computers from the confine 
of the instructor's console. 

Note :— Offer with detailed specifications, 
hardwares & software that will be provided 
should be given to consider the offer. If 
required, the product should be demonstrated 
before the purchase committee of the 
Institution. 

2 Head Phone (microphone & speaker) 20 


(4) 

No. B/1365(7)/2012. 5th My 2012. 

Sealed tenders are invited for the supply of 
Equipments for Industrial Instruments Lab of Government 
Women's Polytechnic College, Kottakkal, Malappuram. 

Tender No.—11/2012-13. 

Estimate Cost— 14,31,930. 

EMD (1%)— 14,319. 

Cost of tender form : 

Original— 2,200+88+ 40 = 2,328. 

Duplicate— 1,100+44+40= 1,184. 

Due date and time for the sale of tender form— 
21-8-2012, 2 p. m. 

Due date and time for the receipt of tender form— 
21-8-2012, 3 p. m. 

Date and time of opening of tender—21-8-2012, 4 p. m. 

Address—The Principal, Government Women's 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram, Kerala, Pin-676 501. 

The tender forms are available from the office either 
in person or by post. Postal charge 40 is to be paid 
extra in case the tender form is requested by post. 

The cover containing tender form should bear the 
name of the tender, tender number, due date, from address 
etc. The cost of tender form will be accepted directly at 
office or through money order only. 
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List of Equipments 


SI. 

Name of Items/ 

Quantity 

No. 

Specification 

(Nos.) 

(1) 

(2) 

(3) 


1 Dead Weight Tester 1 

Specification: Range 0-140kg/sq.cm., Hand 
wheel (rotating piston) operated type, 8", 
w", 2" BSP connectors. Accuracy 0.25%, 
material-platform, reservoir and weight arm- 
brass, other parts-compatible material. Oil 
sprintex-12HB, Viscosity 20; Should be 
Standard design 

2 Pressure Gauge (3 each) 2 

Specification: 

(a) 0-1000 mm of water 

(c) 0-150 Kg/sq.cm 2 

3 Flow Meter- Rota meter (w") 2 

Specification: 

Rotameter: Acrylic/glass body floating 

dead weight type 

Flow rate: 6 to 100 LPM 

4 Turbine Flow Meter (w") 1 

Specification: 

Function: Rate indication (Cumulative/ 

Total count) 

- Power supply: Built in 3.6 V Lithium 

battery (auto off 1 min.) 

- Display: 72 Digits Digital LCD 

- Accuracy: 2% 

- Linearity: 0.5% 

- Calibration: Using front panel 
membrane keys 

- Protection rating: IP 65 
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- Unit dimensions: 90mm x 90mm x 70mm 

- Temperature: Max 50°C 

- Option of display: Flow rate-LPM, LPH, 

M3/Hr & Total flow: Liters, M3, Gallon 

- Flow Range: 400 to 5000 LPH (for water 

at room temperature) 

- Mounting: Vertical or Horizontal 

- End connection: 1" BSP male threading 

5 Electro Magnetic Type Flow meter (w") 1 

Flow rate from 0 to 100 LPM, for w" pipe 

6 Mass Flow meter (w") 1 

flow rate from 0 to 100 1pm w" pipe 

7 Level Gauges-Cap. Type 1 

Specification: 

Level Sensor: Load cell/capacitance 
Max Level: 100 cm. 

Pump: FHP vertical pump 

Digital indicator: 32 digit LED disply to 

read levels in cms. 

8 Level Switch 1 

Specification: 

Stem & extension: Brass 
Float: Buna-N 
Slosh shield: PBT 
Cable: 20ft AWG 22 w/PVC jacket 
Current/voltage ratings: 

0.14 A (resistive) @ 220 VAC 
0.28 A (resistive) @ 110 VAC 
0.07 A (resistive) @ 120 VDC 
0.28 A (resistive) @ 24 VDC 
Operation: 

NC (normally closed): Closes on low level 
NO (normally open): Closes on high level 

9 Load Cell Type-Electronic Weigh Scale 1 

0-5 Kg with+2% Accuracy, Sensitivity 5gm 

10 Temperature Trainer 2 

Specification: 

Temperature Range: 0-100°C 
RTD: Pt-100 

Thermocouple: Fe/K(J-Type) 

Thermistor: 5/10 K ohms (NTC-Type) 

Temperature Source: Electric Kettle 
Source Measurement: Glass bead Mercury 
Thermometer 

Indicator: 32 digit display to read temperature 
Thermocouple Trainer 
RTD Trainer 
Thermistor Trainer 

11 Constant Temp. Bath 1 

Specification: 

Temperature controllable from 0°C to 200°C, 
Provisions to insert minimum 2 different 
types of temperature sensors 
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12 Vibration Meas. Trainer 1 

Specification: 

Vibration Generation: Capacity 5 Newton 
Excitation Frequency: 50 Hz to 1 K Hz 
Excitation Voltage: 0 to 10 VP to P 
Vibration Sensor: Piezoelectric type accelerator 
Vibration Indicator: 32 digit LCD disply by 
selection through selector switch. 

Range: Acceleration-0.1 to 199.9 m/s 2 
Velocity: 0.001 to 19.99 cm/s (rms) 
Displacement-0.003 to 1.999 mm (p-p) 

Power: 230 V 50 Hz 

13 Acceleration Meas. Kits 

Specification: 

With Accessories, and set up for 
acceleration, 0-150 Km/hr. 

14 Tachometer 

Specification: 

Noncontact Type, 

Range 10-50000 RPM, Accuracy 0.5%, 

+ 1 Digit disply 5 digit 0.3" LED/LCD; 

Power 1.5 V x 4 Nos. Battery 
Memory-Yes, Accessories Carrying Case, 
Reflective Tape, Manual. 

15 Stroboscope 2 

Specification: 

(Speed measurement Kit) Flashing 
freq-150-1800rpm. Appropriate motor/ 
rotating mechanism should also be supplied 

16 Analog Multimeter 10 

Specification: 

DC Volts:250mV, IV, 2.5V, 50V, 250V, 500V, 1000V 
accuracy 0.01% of FSD with 20K/V Sensitivity; 
Protection-Fuse, Diode & Relay protection 
AC volts: 2.5V, 10V, 50V, 250V, 500V, 1000V 
accuracy 3% of FSD with 5K/V Sensitivity. 

DC Current:50pA, 1mA, 10mA, 100mA, 250mA, 
500mA (max V drop 250mV) 

Resistance ranges:Rxl, RxlO, RxlOO, RxlK, 
RxlOK Maximum Indication 0-30MOhm 

17 Digital Thermometer 

Specification: 

Single or Dual PtlOO Inputs, A, B and A-B 

• High Resolution 0.01°C 

• Very High Accuracy and Stability 

• Better than 40 milliKelvin (0.04°C) System 

Accuracy (Based on DP97- Probe Calibration) 

• PC Software Included 3 or 4 Wire Sensors 

with Automatic Recognition 

• Readout Directly in °C, °F, Kelvin and Ohms 

• RS232 (Remote Control and Measure) as 

Standard 


Bench Mounting (Or Panel Option) 
Rechargeable Battery/ac Adapter 

18 C02 Monitor (Indl. Type) 1 

Specification: 

Gas Types, Toxic, Combustible-C02 (0-20ppm, 
0-100%); CO (0-50ppm, 0-100%); Hydrocarbons 
(0-500ppm, 0-100%); NO (O-lOOppm, 0-5000ppm); 

02 (0-5%, 0-100%); S02 (0-100ppm, 0-10%); 
Number Channels-5; Electrical Outputs-Voltage, 
Current; Dislay-Digital; Sampling Pump; Self 
Calibration. 

19 Paramagnetic 02 Analyser 1 

Specification: 

Range: 21-100% oxygen 
Accuracy :+/-2% of full scale at constant 
temperature 

Response time: 90% in less than 10 seconds 
(6-8 seconds at 25°C); 

Battery life: Rechargeable: at least 8 hours after 
full recharge; 

Operating Range: 0-40°C; 

Humidity Range: 0-95% RH non-condensing; 
Sensitivity: 1%; Stability: Less than 1% over 
an 8-hour period at constant pressure and 
temperature 

20 Cascade Control Trainer 1 

Specification: 

Top model with Level and Flow transmitter 
to establish closed loop control systems like 
ON/OFF, feedback and Cascade. 

Specification: 

Orifice plate with differential pressure 
Transmitter to Range of 0-100mm is used by 
flow sensor 

Dual Probe RF capacitance type Level 
Transmitter to sense the water level up to 
250 mm. 

Industrial standard electro pneumatic converter 
to control the control valve of (Input: 4-20mA, 
Output: 0-1.2 Bar). 

Pneumatic control valve to control the flow 
rate of water. 

1 One (10-100) LPH rotameter provided to indicate 

the flow rate of water 
Transparent process tank of 5-litre capacity 
Rust proof water reservoir of capacity 
(12 litres) to store water. 

FHP pump is provided for water circulations. 

21 Ratio Control Trainer 1 

Specification: 

Rotameter, control valve, electro pneumatic 
converter, centrifugal pump etc. provided to 
conduct a simple Ratio control system. 

PC compatible 








XV111 


(1)(2)(3) 

22 Pneumatic Flapper Nozzle System Trainer 2 

Specification: 

Air Pressure Regulator: 0-10 Kg/cm 2 with 

pressure gauge. Micrometer: 

Electromechanical for Displacement (mm). 

Pressure gauge 0-2 Kg/cm 2 

23 Temp. Process Station 1 

Specification: 

Provides data logging 

* Menu driven 

* Graphical display 

* Process Trend Plot 

* Off-line study: Trend plotting. Tabular, 

View's etc., 

* Powerfull P1D controller software under 
windows having the experimentation PID 
control, Date logging. Trend Plot, Off-line 
Analysis and Printing. 

* PID control software for PID, ON/OFF 
control, process monitoring graphical, 
Proportional, integral, derivative functions 
system 

Temp. Transmitter (0-100°C) 4-20 mA; 

Regulated Power supply. Electric furnace, 
Analoge or digital temp, indicator 
Data Acquisition Card: 

USB/Parallel port Compatible; 12 Bit 
Resolution 8-Channel Analog to Digital 
Converter Single Channel Digital to 
Analog Converter 
8 Digital input and output line 
Process Control Software: (TEMPERATURE) 
Control Software like ON/OFF; And PID 
Data Logging On line/Off line Analysis 
Trend plot; Real time on Screen Monitoring 
system. 

24 Flow Process Station 1 

Specification: 

* Provide data logging 

* Process Trend Plot 

* Offline Study: Trend plotting. Tabular 
views etc. 

* Powerful PID controller software under 
windows having the experimentation PID 
control, Data logging, trend plot, off-line 
analysis and printing. 

Technical Specification: 

* Orifice plate assembly provided to develop 
the different pressure # Line Size: w" (or)l" 

* Diameter: 10mm 

Material: S; Pressure Tapping: 4" BSP 
Differential pressure transmitter provided 
to sense the flow of liquid. 

* Type: DPT with SMART 

* Range: (O-lOOO)mmwc 

* Supply Voltage: 24V DC @ 100mA 
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* Output: (4-20) mA non-linear with flow. 

* Connection: 4" BSP 

* Electronic Regulated 24 Volt DC @ 2 Amp 
Power supply for voltage Regulation. 

* Two digital panel meters fixed in the panel 
to display the process variable and the 
controller output. 

* Industrial type pneumatic control valve of, 

* Type : Single seated globe 

* Characteristics: Equal %# Action: Air to open 

* Input Signal : (3-15) PSI Air# Medium: 

Air (or) Water # Trim Size: 1" 

* Trim Material 

25 Level Process Station 1 

Specification: 

* Provides data logging 

* Menu driven 

* Process Trend Plot 

* Off-line study: Trend plotting, Tabular, 

View's etc. 

* Powerful PID controller software under 
windows having the experimentation PID 
control. Date logging. Trend Plot, Off-line 
Analysis and Printing. 

26 Pressure Process Station 1 

Specification: 

The pressure process control controller is 
a miniature version and occupies less space. 

It consists of a pressure tank fixed with 
pressure transmitter. Electro pneumatic 
converter to control the control valve and 
air regulators. A PC based AD/DA card and 
an optional IBM Compatible Computer provided 
for the closed loop control of pressure in the 
tank. These components are mounted on 
an attractive frame with necessary tube 
hosing. Electrical and Pneumatic signals are 
terminated in the front panel for the students to 
wire by patch cards for each experiments. 

* Piezo Resistive type pressure transmitter 
Range of (0-5) Bar is used to sense the 
pressure output (4-20)mA* 

* Fine finished metal pressure tank (of capacity 
2 litres) is used as a process tank (Two 
numbers) 

* 1” flexible quick coupling hose tube is used 
for better reliability. 

* One Air relief valve is fitted with the process 
tank for safety. 

* Air regulator of Range (0-2.1) Bar is used 
ro regulate the pressure to Feed the Input 
for Electro Pneumatic Converter. 

* Bourdon type pressure gauge is mounted 
in pressure tank. 
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* One Needle valve is provided in the tank to 
make the disturbance. 

* Industrial standard electroneumatic converter 
to control the control valve of [Input 
(4-20)mA, output (0.2-1) bar]. 

* One more piezo resistive Pressure transmitter 
to perform ratio control. 

* Pneumatic Control Valve of size 1" to control 
the air pressure of the process tank. 

* AIR Regulator cum filter of capacity (0-2.5) 

Bar is provided to regulate the Air pressure 
from the compressor. 

* Flexible front panel wiring facility to study 
the Characteristics. 

* All are mounted in a fine finished cabinet. 

* Mimic diagrams provided in the panel to 
study the logic. 

27 Instrument Enclosure 2 

Specification: 

Steel cabinet with 4 fixed shelves 78”x36"xl9" 

(20 G) 

28 Recording Device (Dot Matrix Printer 120 1 

Column 

Specification: 

Printing Method Serial Impact Dot Matrix 

Number of Columns: 120 

Tractor Feed 

TextBi Directional 

Text Logic Seeking 

Bit Image Bi Directional 

Bit Image Logic Seeking, Friction Feed 

29 X-Y Plotter 1 

Specification: 

Mimics controls of traditional XY machines 
for ease of use 

- Plot either channel against time 

- Flexible ranges for resolution 

- Enable hysteresis and repeatability tests 

- Sensitivity ranges 

- Automatic Nulling 

- Data Acquisition Calibration routines 

- Range of pen and plot colours 

- User defined limit lines show instantly if 
a test is out of spec for pass/fail testing 

- Configure and load new te 

30 Transmitters — Temperature 1 

Specification: 

(0-400 °C-> 0-20mA) 

Flow 

(0-50LPM->0-2QmA) 

Pressure 

(0- 10Kgm/cm2->0-20mA) 

Level 

(0-150cm->0-2QmA) 
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31 DP Transmitter 1 

Specification: 

Air supply-norm. 140kPa (1.4 bar, 20 psi); 

Output signal-20 to 100 kPa/0.2 to lbar, 3 
to 15 psi or 0.2 to 1 kg/cm2; Static air 
consumption-350 Nl/h Maximum output flow; 
temperature range- with rising output 
pressure: 30 Nl/min.-with falling output 
pressure: 40Nl/min.; Accuracy- +0.5% F.S.D. 
(typical),-with 2 in diaphragm: 1 cm3; ;Pressure 
gauge-external diameter 51 mm; 0-200 kPa, 

0-2 bar and 0-30 psi 

32 P-I converter 1 

Specification: 

Input:3-15PSI Output:4-20mA 
Zero & Span adjustments screws 
Built in power supply 
Supply pressure: 1.4 Kg/cm2 

33 I-P converter 1 

Specification: 

Input:4-20mA Output:3-15PSI 
Zero & Span adjustments screws 
Built in power supply 
Supply pressure: 1.4 Kg/cm2 

34 PID Controller 1 

Specification: 

* Built-in Functioin Generator (Sine & Square 
wave) 

* Self contained power supplies and power 
ON/OFF switch 

* Simulated distance-velocity la* Full mimic 
diagrams in the front panel 

* The simulated process 

* Simple Lag of 10ms, 2 lags of time 
constant 10ms that can be toggled to 
integrators of same time constant 

* Distance-velocity lag & delay 10ms 

* The simulated PID controller 

* Integral action control scaled in integral 
action time. 

* Derivative action control scaled in derivative 
action time. 

* proportional band control scaled in % 
proportional band 

* Time constant of simple lags-lQms (fast) 
of 1ms (slow) 

* Time constant of Integrators-lOms (fast) 
of lms (slow) 

* Distance-velocity lag - 10ms 

* Integral action Time range: (Ti) - 
250ms to 5ms (fast); 25s to 0.5s (slow) 

* Derivative action Time range: (Td) - 
0 -20ms (fast); 0-2 s (slow) 

* Proportional Band (p) - Corresponding 
to gain constants 0.5 to 25. 

* Display 
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35 Air Compressor 1 

Specification: 

AIR Regulator cum filter of capacity 
(0-2.5Bar) is provide to regulate the Air 
Pressure from the Compressor (Storage 
Capacity 5 Ltr.) 


(5) 

No. B-1365(8)/2012. 7th July 2012. 

Sealed tenders are invited for the supply of 
Equipments for Bio Medical lab of Government Women's 
Polytechnic College, Kottakkal, Puthuparamba P.O., 
Malappuram. 

Tender Number—12/2012-13. 

Estimate Cost— 12,15,000. 

EMD (1%)— 12,150. 

Cost of tender form : 

Original— 1,900+Sales Tax 76. 

Duplicate— 1,000+Sales Tax 40. 

Postal Charge: 

Original— 40, Total— 2,016. 

Duplicate— 40, Total— 1,080. 

Due date and time for the sale of tender form— 
22 -8-2012, 2 p. m. 

Due date and time for the receipt of tender form— 
22-8-2012, 3 p. m. 

Date and time of opening of tender—22-8-2012, 4 p. m. 

Address—The Principal, Government Women’s 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram, Kerala, Pin-676 501. 

The tender forms are available from the office either 
in person or by post. Postal charge 40 is to be paid 
extra in case the tender form is requested by post. 

The cover containing tender form should bear the 
name of the tender, tender number, due date, from address 
etc. The cost of tender form will be accepted directly at 
office or through Money Order only. 
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List of Equipments 


SI. 

Name of Items/ 

Quantity 

No. 

Specification 

(Nos.) 

(1) 

(2) 

(3) 

1 

ECG Machine (Manual Type) 

2 


Specification: 

Lead Standard 12 leads. Simultaneous 
Input Circuit Floating, Protection circuit 
against Defibrillator effect patient leakage 
current <10(1 A 
Input resistance >50Mfi 
Calibration voltage lmV+3% 

Resistance polarization voltage +300mV 

Sensitivity 1/2, 1, 2(cm/mV), Error converter<5% 

EMG Interference Filter 35 Hz (-3dB)/25Hz (-3dB) 

Paper Speed 25, 50mm/s+3%mm/s 

Time Costant >3.2s 

Noise Level <l5(iVp-p 

Frequency Response 0.05~150Hz 

CMMR>100dB 

Sampling frequency 1ms 

A/D Converter 12bit 

Interference filter AC filter, EMG Filter, 

Drift Filter 

Paper Specification 50mm, 20m, High resolution 
thermal roll paper 

Recorder High resolution thermal printer 

LCD screen display 3.5' 240x128 dots 

DC External input level 10mm/V±5%mm/V; 
Single inpu>100kQ 

ECG input 0.5V/mV+5%V/mV; 

Single iupu<100fl 
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Power Supply AC:220V/110V+-10%; 50/ 
60Hz+-lHz; 30VA 

DC: 12V (1500mAH) rechargeable Ni-MH battery 

2 EEG Machine 1 

Specification: 

25 Channels: 22 EEG/2AC Aux/1 Flash 
-Ethernet Interface:TCP/IP protocol 
-Flash stimulator: White LED 
(Software controlled 1 to 30 Hz) 

-Impedance Check: 0 to 160 K 
(Screen Display) 

-Calibration:0.5Hz, 7Hz, 15Hz 
(Square Wave and Sine Wave) 

-Power Supply: 110/220 volts 
(double isolation) 

-CMRR: >125 dB 

-BIAS Current: Typical 2nA 

-Internal Noise Level: <0.2uV p-p 

-AC Input Impedance: 100 G 2pF 

-Low/High Cut Filter: 0.0016-70Hz 

-Offset Tolerance: +lmV 

-A/D conversion: 12 bits (97nV/LSB) 

-Sampling Rate per channel: 200 Hz 
-AC filter: 50 or 60 Hz 
(rejection ratio 1/25 or more) 

-Operating Temperature: -40°C to + 85°C 

3 EMG Machine (or Bio Feed Back System) 1 

Specification: 

•4 Channels 
•Basic EMG 

•Normative quantitative EMG data 
•SSEP software 
•Motor unit analysis 
•Stimulated and line triggered single 
fibre EMG including automatic jitter 
analysis 

•Nerve conduction studies including 
motor and sensory conduction 
•F wave 
•H Reflex 

•Repetitive stimulation 
•Foot switch 

•Automatic report generation 
•Accessory set comprising of a selection 
of good quality paediatric surface 
stimulating and recording electrodes a 
selection of concentric disposable needles 
varies sizes and needle holders. 

•External temperature probe 
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4 Defibrillator 1 

Specification: 

•Rectilinear Biphasic defibrillator with 
waveform with external pacing. 

•Joule setting-200J Maximum. 

•Battery backup. 

•Sync mode with sync message and 
master on recording. AED programmable 
auto energy level with screen and voice 
prompt. 

•Built in defibrillator tester. 

•1-2-3 functions: (1) energy selection 
(2) charging (3) to be available. 

•Charge and energy select control on 
front panel and paddles. 

•Single paddle for adult & paediatric. 

•High resolution glare free EL display, 
high contrast visibility. 

•3 Lead ECG with cable and external 
pacemaker. 

•Upgradeable 12 Lead ECG 
•Paddle Lead Cable Selection on front 
panel. 

•Thermal Recorder. Non invasive Trans 
thoracic pacing with. 

•Output connectivity for slave displays. 

•Alarm setting for all parameters. 

•AED 

5 Diathermy Equipment 1 

Specification: 

Operating Frequency: 27-12MH2 
Wave length: 11.062 meters 
Output Power: Adjustable in 5 steps 
0-500W (for SWD 500W) 

0-300W (for SWD 300W) 

0-1000W (for pulsed SWD) 

RF Indicator: Available; Tuning Control: 

To adjust the radio frequency for maximum 
output; Timer: Digital timer preset table 30 
minutes automatically gets cut off the 
output with beep sound after the treatment 
time over; Built heavy duty cooling fan for 
long life of value. 

6 Autoclave 1 

Specification: 

Vertical High Pressure, Double Chamber 
type: (a) Steam Temp. 120 degree at 15 psi. 
Temp. Controller: Microprocessor based 
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LCD temp, controller (GMP model optional). 
Pressure Controller: Mechanically operated 
pressure/steam release valve. Temperature 

Sensor: Standard coupling type PT 100 Sensor 
(GMP model). Water Level Control: Low 
water level cut off electronic circuit protects 
the electrical heat exchanger from low water 
level inside the chamber, this Cut’s off the 
power supply to the heat exchanger. Inner 
Chamber: Stainless Steel 304 quality 
External : Stainless Steel 304 quality 
Range: Ambient to 15 psi pressure/121.40C 
Controller: Mechanical Spring loaded value/ 
p based temp, controller (GMP) 

Sensor: PT 100 (GMP) 

Accuracy: +/-0.10C (GMP) 

Uniformity: +/-0.20C (GMP) 

Max. Ramp up time: 45 min. upto 121.40C 
without load with respect to ambient (GMP) 
Insulation : Air Bank 50 mm 

7 Anesthesia Equipment 1 

Specification: 

Indication: Visual indications by SMD LED’s 
(Red) 

Rotary switch: For selection of stages of 
Anesthesia. 

DIN Connectors: For EEG and ECG lead 
Connections. 

EP Socket: For 70 DB Tone sensory stimuli. 

Gain control: For variation of intensity. 

USB connector: For PC Interface. 

Power Supply: 220/110V, 50/60Hz. 

8 Infusion Pump 1 

Specification: 

Syringe Capacity: 10, 20, 30, 50/60ml. 

Syringe Acceptability: All Available Standard 
Indian & imported Syringes (Dispovan, 

B-D, Etc.) (Can be programmed for other 
syringes as per Customers requirements.) 
Mechanical accuracy: + 1%. 

Occlusion Pressure Limits: 

Low: 0.4 +/0.08 Kg/ cm 2 (bar). 

Medium:0.8 +/0.20 Kg/cm 2 (bar). 

High: 1.2+/0.25 Kg/cm 2 (bar). 

Ambient Temperature: 10 to 40°C. 

Relative Humidity: 20 to 90 % 

(no condensation). 

Power Source: 190-280 VAC, 50/60Hz. 

Power Consumption: 12 VA Maximum. 


0)(2)(3) 

9 P02 Monitor/Pulse Oxymeter 1 

Specification: 

ELECTRODE 

length : 50mm 

diameter: 0.8mm 

cable length : 500mm 

Oxygen consumption rate: 10(ng/h), 

Mesurement Range: 20.000(uA), 2.0000(uA), 
200.00(nA), 20.000(nA), MAX 2V . 

Mesurement Mode: I, kPa, mmHg, % 

Polarization Voltage: DC 1000.0mV. 

Output: 10(nA/mV), KnA/mV), 0.1(nA/mV), 
0.01(nA/mV), Max 10V. 

RMS Noize: 150(pArms), 15(pArms), 
1.5(pArms), 0.15(pArms). 

Dimension: 99(H)-200(W)-230(D). 

Power: 90-110V, 2VA. 

10 C02 Monitor 1 

Specification: 

Standard type. Must have an operating 
temperature range of 5-40°C; 

Precision: 0.5% of Reading 
Linearity: 1% of Full Scale; 

Zero Drift:<0.5 ppm/24 
hrs; <1.0ppm/7 days 
Span Drift: <1% of reading/7 days 
Sample flow rate shall be less than 1 LPM 
Outputs: Three (3) separate analog outputs 
for a recorder and a datalogger; Outputs 
can be independently set to be + 100 mv, 

+ IV, 5V, + 10V. 

Particulate filter shall be front panel 
accessible with ability to view filter 
condition without disassembly 

11 Electronic Microscope/Microscope with 2 
light source 

Specification: 

Frame: All aluminium pressure diecasted 
body./(or With hallogen light source, 
amplification) 

Paint: Powder coated, available in various 
desired shades. 

Nose piece: Quadruple ball bearing nosepiece. 
Observasion head: Digital Monocular Head 
with built in ccd camera 
Focusing system: Separate knobs for cores 
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and fine motion having least count of .002mm. 
Mechanical stage: Conventional Cxi 
mechanical stage works on dovetail slides, 
(other stages also available). 

Condenser: Bright field sub stage condenser 
having 1.2 N.A. 

Eyepieces & objectives: Set of 4x, lOx, 40x 
and lOOx and a paired set of lOx wide field 
eyepieces. 

Illumination: 6v, 20w halogen lamp needs 
220v and 50Hz supply./(or with hallogen 
light source, amplification) 

12 Flame Photometer 1 

Specification: 

1. Linear range: K: 0~30mg/|; 

Related coefficient: bigger than 0.999 

2. Measuring range: 

K: 0~10mmo|/L, Na: 0~20Qmmo|/L 

3. Reproducibility: (GV%): 

K: 1.5% (5mmo|/L or 50mmo|/L), Na: 1.0% 

(140 mmo|/L) 

4. Linear error: K: 2%; Na: 2%: 

Response time: not longer than 8s 

5. Solution consumption: 4ml/min; flameout 
detection, automatic gas cut-off function 

6. RS232 interface, available to be connected 
with computer 

13 Instrument Calibrator (Temp. Pressure, 

Flow & Level) 1 

Specification: 

Advanced Multi-purpose Calibrator For 
Temperature and pressure 

Accuracy to +0.003% of reading +0.001% 

F.S. 

• Output: 0-100mA, 0-100 VDC,-10-100mV, 

TCs (13 types), RTDs (9 types), 5-40000 

• Input:- 10-75mV, TCs (13 types), RTDs 
(10 types), 5-40000 

• Isolated Input: 0-100 VDC, 0-50 mA 

Flow Control Calibrator; Transducer Accuracy 
Standared: +0.12% of Reading (all ranges 
except 0.15% for 0.05 and 0.1 Torr, +0.25% 
for 0.02 (non-linearity, hysteresis and Torr) 
non-repeatability; Resolution (of F.S.) 0.0001 
Fittings Yi" tubulation, NW 16KF or 8 
VCR®, female; Operating Temperature Range 
15° to 40°C 

Readout Electronics MKS Type PDR 2000, 
4'/2-digit LCD 


Power Required 110 VAC, 60Hz; 220 VAC, 
50Hz, 100VAC, 50/60Hz; 3A; Warm-up Tune/ 
Start Time 4 hours. However, use of the 
internal 280 VA UPS will keep the Transfer 
Standard warmed up 


(6) 

No. B/1365(10)/2012. 7th July 2012. 

Sealed tenders are invited for the supply of Electrical 
Equipments for Various Lab of Government Women's 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram. 

Tender Number—13/2012-13. 

Estimate Cost— 2,41,500. 

EMD (1%)— 2,415. 

Cost of tender form : (including Sales Tax, Postal 
Charge) 

Original— 500 + 20+40 = 560. 

Duplicate— 300 + 12+40 = 352. 

Due date and time for the sale of tender form— 
22 -8-2012, 2 p. m. 

Due date and time for the receipt of tender form— 
22-8-2012, 3 p. m. 

Date and time of opening of tender—22-8-2012, 
4 p. m. 

Address—The Principal, Government Women's 
Polytechnic College, Kottakkal, Puthuparamba P. O., 
Malappuram, Kerala, Pin-676 501. 

The tender forms are available from the office either 
in person or by post. Postal charge 40 is to be paid 
extra in case the tender form is requested by post. 

The cover containing tender form should bear the 
name of the tender, tender number, due date, from address 
etc. The cost of tender form will be accepted directly at 
office or through money order only. 

<jcft,o§c9S)Ks8 cfiQj6n3oaq;r <ucn1«s> <SnJOgl 6 )s<ft<T> 1 < 0 S> 
Gc&oegsslsiej oilnilCD ej06Tljfcej<flS> gDej<ftLSl<B6X33 grcJ<ft>®6rn63BC/3 
ojltroasmo ffl^^jarnraflcn cmcgioojgg cninoriJcneaBglraScnlcrnjo 
ajtocUij 3(3^ejocrujoa>a3 cMisml^jffltfcoggjcmj. 

i3c3<i£]oam“ cnauc3— 13 / 2012 - 13 . 

- 2,41,500. 

cnlara)t.raaJio— 1 % ( 2,4i5-6ia3 abl.cufl.) 

(3(3^£10Cru' tBciOOO«5T5)1fflag ailei ( 4 % (UOO): 
rarecruraS— 500 + 20 + 40 = 560. 

cro 

- 300 + 12 + 40= 352. 

radiaejocn) cionooo (ulraSceffljan raraajcruocn (mlcoxrolcmjo 
crumccDOjjo— 22 - 8 - 2012 , 2 aaml. 








XXIV 


< 3 t 8 <iejo<Tu GciDooo crujItSjffllceffljanD rareaicruocn railcsxmlcmjo 
CruffldSdJJo-22-8-2012, 3 fflCTTfl. 

acS'^ejCKTu (rojotssijcm railcnxoflcmjo crufflcmcnjo—22-8-2012, 

4 2)6TDl. 

(3{3™ejocruj<ft>a3 rare<nxr»Gc86>6n3 ailejoaruo—LMIa3cnjln_|ot<3, 
aKU6n3ffli2Ki^'' ajcnltroocBoJoglostfecnlcft G<ft>0Ggss, G<ft.o§<96>ra3, 
njjraijojoom nil. si., aejnjjoo sflei, Gcaog, njlo3-676 501 . 

List of Items 


SI. 

Name of Items with 

Quantity 

No. 

Specifications 

required 



Nos. 

(1) 

(2) 

(3) 


1 Drilling Machine 2 

6mm Drill Machine Small 

2 Transformer Winding Machine 2 

0.05 to 3.5 mm Wire Range 
15 to 520 mm Winding Width 
600 mm Distance Between Centre 
400 mm Maximum Coil Diameter 

By Gears Pitch Setting 440 V, 

50 Hz, A. C. Supply 

1 H.P. 3 Phase Motor 

3 PCB Cutting/Fabrication Machine 1 

Double side and single sided for making 
experimental boards in small quantities, 
with standard gerber file, working area 320* 
210mm, resolution 0.005mm, minimum track 
size 0.1 mm, minimum gap size 0.1 mm, 
drilling 0.3 to 3.175 mm, tool change manual, 
auto surface detect, spindle speed 
35000 rpm, power 230V AC, CAM software, 
RS232/USB interface with standard milling 
tools 

4 Electric Oven 1 

.Capacity:20L 

.Power: 650W 100-240V 50/60Hz 
.15 minutes timer with bell ring 

Type: Convection Oven/Turbo Oven 

(1) Automatic temperature control & time 
alarming 

(2) Various specifications of pans optional 

(3) Flexible module system design 

5 Electric Kettle 3 

1000 Watt, lLtr. 


Govt. Women's Polytechnic College, (Sd.) 

Kottakkal, Malappuram. Principal. 


SHORT TENDER NOTICE 

No. A7/1251/2012/KGPTC. 4th July 2012. 

Sealed tenders are invited for the supply of 
Equipments to the Physical Education Department of 
Polytechnic College, Kozhikode. 

PAC— 1,94,370 

The tenders should be superscribed as "Tender 
No. A7/1251/2012 for the supply of Equipments to the 
Physical Education Department" of this institution due on 
21-8-2012 at 3 p.m. and addressed to the undersigned to 
reach here before 21-8-2012 at 3 p.m. Late tenders will 
not be accepted. The tenders will be opended at 11 a.m. 
on 22-8-2012 in the presence of such tenderers or their 
authorized representatives who may be present at that 
time. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender forms on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a cash remittance of 
420 including VAT which is the price fixed for the same 
and which is non-refundable under any circumstances. 
The tender forms are not transferable. Sale of tender form 
will be closed at 2 p. m. on 20-8-2012. Drafts, Cheques, 
Postage Stamps etc. will not be accepted towards the cost 
of the forms nor will the forms be sent by V. P. P. 
Duplicate tender forms, if required will be issued at 
210 including VAT per copy. (By post 268). 

As per tender condition, the tenderer should send 
along with his tender an agreement executed and signed 
in Kerala Stamp Paper of value 100 and an Earnest 
Money Deposit (EMD) 1% of the total cost of the 
articles tendered. Tenders without agreement and EMD 
will be rejected. Those who want the tender form by post 
should send 470 including VAT by Money Order to the 
undersigned. Outside firms who desire to get Kerala Stamp 
Paper should send an additional amount of 125 along 
with the cost of tender form. 

Gcft>CHPl G<06)OS tDOJ. GnJ0gl6>S<ei(nl<96) Gca>3GgS8l6im 
ofla^oe^cxTu cnleocoraiwlcgeiceffl gnj<a>ffl6m63i3(/3 
ajltmasnoo 6>aiare rail Gei<96)oral ajiacrenj 3(3^eiocruj<ft>a3 

cMJsm1n-|i6)cft>033Krru. 

C3TCS©>K58 ©)Jc ft) 1,94,370. 

3c3(i£jocru (roadSojlcKijcm ca>ajo1mj2ijcft)g1(!53 acS^ejocru 
mcrucS n 07 /1251/2012, rail crs rail 4-7-2012 gen Gfflsueiajsjrarafl 
(ff> 06 MP 63 ap§ gGa^ocncmno) 21-8-2012, 3 msmltssijaijan 
CTuacSojlcstesisnsfmosrn. (moacrblVf <ft> 1 §jcm osS^jocrujc&c/il 
nj® 1 cosml<ss)jcm®)ei. 3 ( 3 <^eiorruj<ft>c^ 22-8-2012-cb ooailffiej 
11 a 6 rrn cBffl ac 3 <^ejo cruj <a>c /5 oreatSojlaj rarajgj eft. gjos 
areocrnlau^raimlraS rai^mlcfroffllcftaocml cmjOtesijcmRnosrf). 

aciSnejocrujc&aS rarejcnao^ffljggcncS 420 (m1e&,jRjil gc/36)n_|6)s) 
ailei enraScaH Btis^ejocru Ga£ioo63i3c/3 (reoG63i36n3(3)06ire. 22-8-2012-cn 
gijcoffl 2 a6m1cnff)ffl BflS^ejoan Ga£ioo63i3c/3 creo63i30(re2cm«5>06ire. 
B«S<i£iocn) GaD0O63i3o3 oo)06)«r)o®j cftofflsmcnuaoeijo fflfflc&aopo 
onj^>jcnoa3 ruosjggoiei. 6)aj<96>, (ODOang, GnJOGaress areoare 
(mjs63ra1cQ)cn cn)j“l<ft,®1<flS)jcm«nej. all.nil.ail. carejaul acS^ejocru 
Ga£]0O63Bd3 (313(0) W<BQ] (TO 85) £1. OJU ^ J nil G <B6) O B(3neiO(TU 
G aO 0O6313C/3 (319)OJ 08^ fflJ gg OJ(3 (.nJ®)1<96) 

210 (cnlcfejoil go36>aJ6)S) cftqsl (313 CD) CI»G <96)6113 (3)0 6111 
(rainJoeilraS 268). 
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o^riejocru cnlcffiiaamjfruffll^ fl(8^ejoonj cruac3n_|1c9S)j(Bauoa3 
racS^ocrulemoDSOojo 100 ailejcffijgg e<ft>fflg mjt.aa ; |L®>«3ro)l®3 
arumaonnj(.«»(Ujo 1 % odIo an(.3cu^cujo aja»Qtes)6n§(mosm. 
crumaoDrLJLKnnJJo cnlraraHBcu^cujo gejorairo G(3nejocrujcft.a3 
cruj1cft)ffllc0ffljaDra)ej. 3c3<iejocru;jcft>c/3 O)njoro8aj(p1 raira)(uaD^ajgg(U(3 
470 fflSTT)1CBQC»0(3cU)OOCQ)1 (.njlaSCTuI o_| 0 03, CD CU 6n3 6 ) a 0$" 
(BnJOglfflScebCDlcOffl (B<ft>0egS3, 6XlKTUrLOl«53 nil. 63., (Scft)0<p1c5eS6)0S- 
673 005 n<j)cm (BnJffl1«s8 C3T3 CD) JOKBffl 6TB «5) 06130. G<ft>0gRST3)1cf) 
njjorarmjgg cft.arucn1c06)O(3c06) e<ft>0g 2q(3<Tjl®>° rarejtucra^ 
2)06)6Tna>1(i53 3t8<iejO(Tl> Go£)OOR5rcJ)l6>a3 Qjlej<3<3M6)SO<jjo 125 
cftjsl C3TBUjlcft>fflOC!Q)l (3TdCDXS3)CSc96)6n§(m06m. 


List of Items 


SI. 

Items with Quantity 

No. 

Specification 

(Nos.) 

1 

Yoga mat good quality 173x61cm 

70 

2 

Tread mill (manual) 4 in 1 with pushup, 
twister, stepper 

1 

3 

Abcircle good quality, total body 
involvement exercise 

2 

4 

Orbitrack 3 in 1 good quality and fast 



movement 

1 

5 

Roman ring good quality, with rope 

2 

6 

Aerobric stepper good quality and 
rhythmic condition 

2 

7 

Gym ball 75mm good quality with pump 

2 

8 

Black dum bell rubber 1 kg. good quality 

80 

9 

Parallel bar Vinex fibre glass good quality 

1 

10 

Horizontal bar GI good quality 

2 inch x 1.5 inch 

4 

11 

Dumbbell rod 1 feet good quality 
nickel plated 

4 

12 

3 feet rod 25 mm good quality steel plated 

2 

13 

Weight disk 1 kg good quality 

2 

14 

Weight disk 2 kg good quality 

2 

15 

Weight disk 3 kg good quality 

2 

16 

Weight disk 4 kg good quality 

2 

17 

Weight disk 5 kg good quality 

2 

18 

Weight disk 6 kg good quality 

2 

19 

Weight disk 7 kg good quality 

2 

20 

Weight disk 8 kg good quality 

2 

21 

Weight disk 9 kg good quality 

2 

22 

Weight disk 10 kg good quality 

2 

23 

Pushup Bar strong, powerfull 
good quality 

10 

24 

Adjustable Bench Press sponch surface 
with Rod & weight 

1 

25 

Orbitrack steel wheel with hand pulse 
good quality 

1 


Government Polytechnic College, (Sd.) 

West Hill, Kozhikode. Principal. 


SHORT TENDER EXTENSION NOTICES 

( 1 ) 

[No. 01/2012-13] 

No. D-1301/12. 9th July 2012. 

Sealed competitive tenders are invited for the supply 
of Equipments to Hydraulic lab in Mechanical Engineering 
Branch of Government Polytechnic College, Kasaragod. 

Estimated Amount is 50,000. 

The tenders should be superscribed “Tender 
No. 01/2012-13 for the supply of Equipments to Hydraulic 
lab in Mechanical Engineering Branch” and addressed to 
the Principal, Govt. Polytechnic College, Kasaragod, 
P. O. Periye-671 316. The last date for receipt of tender is 
on 27-8-2012 at 11 a. m. The tenders will be opened at 
3 p. m. on the same day in the presence of such tenderers 
or their authorized representatives who may present at that 
time. EMD is 1% of the quoted amount. 

Intending tenderers may on application to the 
Principal, Govt. Polytechnic College, Kasaragod, 
P. O. Periye-671 316, may obtain the requisite tender forms 
on which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of 315 which is the price fixed for the tender form. The 
tender forms are not transferable. The sale of the tender 
forms will be closed at 3 p.m. on 25-8-2012. Cheques, 
Drafts, Postal Orders etc. will not be accepted towards the 
cost of tender forms, nor the forms sent by VPP Duplicate 
tender forms if required will be issued at a cost of 210. 

Those who require the tender forms by post have to 
send a self addressed stamped for 36 envelope of size 
30x12 cm. after remitting the cost of tender form by 
Money Order. 

( 2 ) 

[No. 05/2011-12] 

No. D-625/12. 9th July 2012. 

Sealed competitive tenders are invited for the supply 
of Consumables to Electrical Workshop to Government 
Polytechnic College, Kasaragod. 

Estimated Amount is 1,53,680. 

The tenders should be superscribed “Tender 
No. 05/2011-12 for the supply of Consumables to Electrical 
Workshop” and addressed to the Principal, Govt. 
Polytechnic College, Kasaragod, P. O. Periye-671 316. The 
last date for receipt of tender is on 27-8-2012 at 11 a. m. 
The tenders will be opened at 3 p. m. on the same day in 
the presence of such tenderers or their authorized 
representatives who may present at that time. 
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Intending tenderers may on application to the 
Principal, Govt. Polytechnic College, Kasaragod, P. O. 
Periye-671 316, may obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of 420 which is the price fixed for the tender form. The 
tender forms are not transferable. The sale of the tender 
forms will be closed at 3 p.m. on 25-8-2012. Cheques, 
Drafts, Postal Orders etc. will not be accepted towards the 
cost of tender forms, nor the forms sent by VPP. Duplicate 
tender forms if required will be issued at a cost of 210 
per copy. Earnest Money Deposit 1% of the quoted 
amount. 

Those who require the tender forms by post have to 
send a self addressed stamped for 36 envelope of size 
30x12 cm. after remitting the cost of tender form by 
Money Order. 

Government Polytechnic College, (Sd.) 

Periye, Kasaragod. Principal. 

SHORT TENDER NOTICES 

( 1 ) 

No. D-1691/12. 5th July 2012. 

Sealed competitive tenders are invited for the supply 
of Equipments to Computer Hardware and Net working 
Lab of Computer Section to Government Polytechnic 
College, Kasaragod. 

Estimated Cost— 6,40,700. 

EMD— 1%. 

The tenders should be superscribed “Tender 
No. 03/MHRD 2012 for the supply of Equipments to 
Computer Department” and addressed to the Principal, 
Govt. Polytechnic College, Kasaragod, P. O. Periye-671 316. 
The last date for receipt of tender is on 21-8-2012 at 
11 a. m. The tenders will be opened at 3 p. m. on the 
same day in the presence of such tenderers or their 
authorized representatives who may present at that time. 

Intending tenderers may on application to the 
Principal, Govt. Polytechnic College, Kasaragod, P. O. 
Periye-671 316, may obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of 1,365 which is the price fixed for the tender form. 
The tender forms are not transferable. The sale of the 
tender forms will be closed at 3 p.m. on 20-8-2012. 
Cheques, Drafts, Postal Orders etc. will not be accepted 
towards the cost of tender forms, nor the forms sent by 
VPP. Duplicate tender forms if required will be issued at a 
cost of 735 per copy. 

Those who require the tender forms by post have to 
send a self addressed stamped for 36 envelope of size 
30x12 cm. after remitting the cost of tender form by 
Money Order. 


( 2 ) 

No. D-1693/12. 5th July 2012. 

Sealed competitive tenders are invited for the supply 
of Installation and Demonstration of Equipments to 
Electronics Lab of Government Polytechnic College, 
Kasaragod. 

Estimated AmountN 40,000. 

EMD—1%. 

The tenders should be superscribed “Tender 
No. 02/MHRD 2012 for the supply of PIC Universel 
Programmer with Circuit Debugger to Electronics 
Department” and addressed to the Principal, Govt. 
Polytechnic College, Kasaragod, P. O. Periye-671 316. The 
last date for receipt of tender is on 22-8-2012 at 11 a. m. 
The tenders will be opened at 3 p. m. on the same day in 
the presence of such tenderers or their authorized 
representatives who may present at that time. 

Intending tenderers may on application to the 
Principal, Govt. Polytechnic College, Kasaragod, P. O. 
Periye-671 316, may obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of 315 which is the price fixed for the tender form. The 
tender forms are not transferable. The sale of the tender 
forms will be closed at 3 p. m. on 21-8-2012. Cheques, 
Drafts, Postal Orders etc. will not be accepted towards the 
cost of tender forms, nor the forms sent by VPP. Duplicate 
tender forms if required will be issued at a cost of 210 
per copy. 

Those who require the tender forms by post have to 
send a self addressed stamped for 36 envelope of size 
30x12 cm. after remitting the cost of tender form by 
Money Order. 

(3) 

No. D-1693 (1)/12. 5th July 2012. 

Sealed competitive tenders are invited for the supply 
of Equipments to Embedded system Laboratory in 
Electronics Department of Government Polytechnic 
College, Kasaragod. 

Estimated AmountN 80,000. 

EMD—1%. 

The tenders should be superscribed “Tender 
No. 04/MHRD 2012 for the supply of Linear variable D. C. 
Power supply Equipment to Embedded system laboratory 
in Electronics Department and addressed to the Principal, 
Govt. Polytechnic College, Kasaragod, P. O. Periye-671 316. 
The last date for receipt of tender is on 22-8-2012 at 11 a. m. 
The tenders will be opened at 3 p. m. on the same day in 
the presence of such tenderers or their authorized 
representatives who may present at that time. 
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Intending tenderers may on application to the 
Principal, Govt. Polytechnic College, Kasaragod, P. O. 
Periye, Pin-671 316, may obtain the requisite tender forms 
on which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of 420 which is the price fixed for the tender form. 
The tender forms are not transferable. The sale of the 
tender forms will be closed at 3 p.m. on 21-8-2012. 
Cheques, Drafts, Postal Orders etc. will not be accepted 
towards the cost of tender forms, nor the forms sent by 
VPP Duplicate tender forms if required will be issued at a 
cost of 210 per copy. 

Those who require the tender forms by post have to 
send a self addressed stamped for 36 envelope of size 
30x12 cm after remitting the cost of tender form by 
Money Order. 

Government Polytechnic College, (Sd.) 

Kasaragod. Principal. 



